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50+ living - Carstairs 
1300 sq. ft. +. hardwood 
floors, gas fireplace, 
partially finished lower 
level, 2 units available. 
$389,900 
Either Unit 


Todd Marshall 

403 - 335-3626 • 403 - 660-1420 
www.toddmarshall.ca 


‘When nothing happens there’s nothing to share’ 


JED Oil President disappointed with Premier’s plan 


“Who could have thought what they 
would be? You don’t know. So like 
everything, there’s a time to take a poli¬ 
cy and make it different. I equate it to 
me being a farmer and renting my land 
out. As the profits that the farmer 
makes become exceedingly great and 
my costs are going up too, I’ll eventually 
want more...I don’t want to make it too 
expensive for him so he goes away, but I 
want my fair share.” 

Marz says when reports are adopted, 
it’s important to make sure that it will 
work for all Albertans. 

“That’s the case with this report,” he 
said. 

“Premiere Stelmach made sure the full 
caucus had an opportunity to review it, 
as the public did.” 

Marz picks up two large-looking fdes 
to display the amount of feedback he 
reviewed prior to making a decision on 
the report. 

“About 95 per cent told me we should¬ 
n’t recommend this report in full, we 
should take a balanced approach, a cau¬ 
tious approach and that’s the message I 
took back.” 

Marz says one of the first questions he 
had about the proposal was how it 
would affect small to medium compa¬ 
nies in low producing fields. 

“I was concerned when I heard that 
some of them would go broke,” he said. 

“How many other businesses depend 
on that industry? It’s a foundation 
industry. 

I'm the elected representative here, I 
have to take responsibility for that.” 

Marz refers to the slowdown in the 
energy sector over the past year, and 
provides two reasons for the natural gas 
slump. 

“There is a huge supply in reserve in 
North America right now. Greater than 
it’s been in years. Secondly, there has 
been a feeling by the energy sector that 
the service companies were overcharg¬ 
ing.” 

Marz says there will most likely be 
some layoffs due to the normal slow¬ 
down in the industry. 

“I assume that they would probably try 
to blame the royalty review on all of 
that, those normal slowdowns as well. 
But I don’t believe the bulk of people 
will fall for that, because there are ups 
and downs in the industry and they were 
hearing about it before this royalty 
review ever started.” 

Marz says the aspect he likes most 
about the royalty review is the sliding 
scale. 

“When prices go down, royalties will 
be even lower than what they were pay¬ 
ing on the tiered levels. I think it’s fair 
for the companies and it’s fair for 
Albertans." 
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loses money - again the government 
said they’re going to help everybody 
gain their ‘fair share,’ I don’t know how 
they’re going to get a bigger share. When 
nothing happens there's nothing to 
share.” 

Lindsay, Mather Business and 
Development, HSE Coordinator for JED 
Oil echoes Rundell’s sentiment. 

“There is no fair share when there is 
no money. This ruins the province’s 
economy,” she said. 

“Oil and gas has been this province’s 
lifeblood. This is what we know, this is 
what we grew up with, and this is what 
our parents did. Now what are we sup¬ 
posed to do? (Stelmach) just killed it.” 

Rundell says Stelmach’s decision will 
have a significant impact on the indus¬ 
try. 

“What he’s doing with the extra royal¬ 
ty is taking it off the top, before payout, 
which makes it much more difficult to 
drill, and make money in the oil industry 
in this province.” 

The announcement may change the 
local company’s plans for the winter and 
will certainly alter the way they do busi¬ 
ness in the future, said Rundell. 

“We’re still crunching the numbers to 
see wthat we’re going to do and what will 
remain economically feasible. We will 
plan to drill our initial 15 wells this win¬ 
ter in the Steen River area. We need to 
further evaluate the numbers to deter¬ 
mine if we’re going to drill anything fur¬ 
ther in that area," he said. 

To that end, JED Oil does intend to 
drill outside of the province and into the 

United States, 

while maintaining 
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ous 12 months, says a letter issued to 
Stelmach from JED Oil, prior to the 
Premiere’s announcement two weeks 
ago. 

Gas supply has decreased, 30 per cent 
less wells have been drilled to date, in 
comparison to 2006, and the price for oil 
and gas services is steadily increasing, 
they added. 

“With the amount of revenue that will 
be generated the province is probably 
going to lose money on an overall basis, 
because there is going to be less produc¬ 
tion, less drilling, and less new wells,” 
said JED Oil President James Rundell. 
“The people lose money, the province 


Alberta Premier Ed Stelmach’s 
announcement of a new royalty frame¬ 
work has captured the interest of oil and 
gas companies across the province, 
including Didsbury-based JED Oil. 

According to JED Oil, the proposed $2 
billion a year hike in royalties is an inac¬ 
curate perception of the results of the 
Royalty Review report. 

While the review which compared 
numbers from 2006, indicates royalty 
income would climb 20 per cent - it neg¬ 
lects to consider events from the previ- 


_ was a need 

royalty 

structure. 

“Nobody envisioned prices then, what 
they are today,” he said referring to the 
present plan. 


Carla Victor/Didsbury Review 

ROYALTIES QUESTIONED - James Rundell, president of JED Oil based in Didsbury, is 
not happy with the royalty framework announced by Premier Ed Stelmach. 



The Olds Co-op is now accepting applications for a 

Full-Time Meat Cutter 

No experience necessary and we offer an extensive training program. 

We also have positions available in our Grocery, Meat, Produce, Deli, Bakery and Gas Bar. 

Apply today to the Admin, Department. 

The Olds/Carstairs Co-op offer their employees flexible hours, competitive wages, 
regular salary increases, employee discount, on the job training, career opportunities , 
enjoyable work environment and staff appreciation functions . 
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Conference explores Supernet 
successes, challenges 


PAUL FREY or four hours traveling time to the hospital for a five 

For the Review minute check-up and three or four hours traveling 

hack. So that was a very practical demonstration of 
Approximately 130 delegates from fields as diverse how the technology can make a difference in everyday 
as health care, education and small business con- lives." 

verged on Olds College for two days last week, explor- A total of 12 different groups spoke about how the 
ing ways the Supernet can further link Albertans. Supernet is benefiting them, including delegates from 

Delegates to the Communities Without Boundaries the Edmonton Police Service talking about how the 

conference came from as far away as Supernet is used for police training. 

Fort Chipeywan and the Crowsnest Others spoke about how apprentices 

Pass. can use the technology for training pur- 

Jim Gibbons, superintendent of poses. Roundtable discussions then 

schools for the Chinook’s Edge School “Building those took place, identifying issues and oppor- 
Division, Tom Thompson, president of .. .. tunities for the technology, which was 

Olds College, Paul Pellis, deputy minis- Community SlteS first launched in 2005. 
ter for Service Alberta and Dr. Lance fQ gQCeSS the “There’s still issues of access and 

Bredo of the David Thompson Health _ . , there are opportunities in e-learning, in 

Region were some of the people who Inal S economic development,” Blundell said, 

shared their organizations’ experiences OUF next Discussions also took place about how 

with the Supernet and how businesses „ to break down those barriers and how to 

and other organizations could benefit CnSlienge. expand the Supernet to more business 

from the made in Alberta link. ANDY BLUNDELL users - 

“What we did . . . was we had a large me 0 r Communities Blundell said much work still needs to 

number of speakers who talked about Without Boundaries con- done IO 8' ve community members 

how they’re using the Supernet today in ference organizers at> cess to the Supernet beyond public 

their lives or their business,” said Andy ~ sector access. 

Blundell, one of the project’s managers “Building those community sites to 

at the University of Calgary who helped access the Supernet, that’s our next 

organize the conference. challenge," he said. “We’ve got bridge- 

“Our first keynote speaker was a surgeon from Red heads of penetration. We’ve got to make that same 
Deer Hospital who spoke about how he’s using it for access available for everyone in the farming contmu- 


“Building those 
community sites 
to access the 
Supernet, that’s 
our next 
challenge. ” 

ANDY BLUNDELL 

one of Communities 
Without Boundaries con¬ 
ference organizers 


post operative consultation, and in some cases saving 
people in the David Thompson (Health) Region three 


nities of central Alberta and the really remote commu¬ 
nities.” 


Crosstown Glass Service 

^ Phone 335-3355 • Cell 507-0917 
Hp Complete Mobile Service 

No Travelling Charge ■■■ 


Ready to give you the service you require 


> All auto glass replacements 

> Window glass, sealed units, mirrors 
• Insurance claims 

> Glass lor tractors & heavy equipment 

> Rock chip repair 


’ Guaranteed workmanship 
1 25 years experience 
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in conjunction with 

- SAMUEL FRENCH (CANADA) INC - 

'ffieienti 
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A comedy in two acts 
by Sam Bobrick and Ron Clark 

Dec 1st & Dec 8th 
Didsbury Elks Hall 
Cocktails 5:30 pm 
Dinner 6:30 pm 
Show 8:00 pm 
Tickets $30/person 


Call Derek 
at 335-4777 
after 7:00 pm 




PRENATAL CLASSES IN DIDSBURY 

Prepare for labour, birth and your new baby. 

Learn about: 

• the process of labour 

• when to go to hospital 

• options for managing pain 

• medical procedures and decision-making 

• breastfeeding and baby care basics 

New Phone Number 

I-866-471-701 I (Toll-Free) 

for dates and to register 

If finances are a concern you may qualify for 
free Childbirth Essentials classes. 
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Former area residents 
doing well after 
fleeing wildfires 

JOANNA BEZJACK 

For the Review 

Fred and Susan Denischuk were lucky compared to many 
other San Diego residents victimized by the roaring wiki- 
fires tearing across Southern California in recent weeks. 

Tlie husband and wife, familiar to many in Carstairs and 
area as former owners of the* Carstairs Courier and friends 
and neighbours to many, did not lose their home in San 
Marcos, San Diego, despite a mandatory evacuation of their 
entire neighbourhood. 

“The fire was close - you could feel the heat and you 
could see it coming over the mountain,” said Densichuk. 
“However, we only suffered a little smoke damage to our 
property as the fire was contained very quickly.” 

Unfortunately, the wildfires, spurred on by massive 
drought and unrelenting winds, did claim the homes and 
even lives of many others in the area - some members of 
Denischuk’s company Direct Buy. 

“We know people in our company who were burnt right 
out,” says Denischuk. “It’s really sad and there are a lot of 
people down here who are just devastated.” 

While en route to Los Angeles after being evacuated from 
their home, Fred and Susan witnessed the fin's roaring up 
the coast and said that without the preparedness of the fire 
crews many more people would have been homeless. 

Denischuk says that it is difficult to describe the experi¬ 
ence to everyone back home but likens it to a huge snow¬ 
storm that shuts down Calgary. 

“The fires shut down a city of three million - that is 
incredible - so it would be like a storm in Alberta lasting a 
few weeks and no one being able to leave their homes or go 
to work - Deerfoot would be completely empty” he says. 
“But at least the snow melts and the homes are there after¬ 
wards.” 

Canadians did play a vital role in controlling the fires, 
however, as Denschuk says the world’s largest water 
bomber from B.C., called the Martin Mars may have been a 
major factor in saving many lives and homes. 

“Canada sent a giant water bomber which could drop 
27,000 litres of salt water every 15 minutes onto the fires,” 
Desnischuk says. “That really turned everything around 
because that plane was able to scoop up water from the 
ocean instead of asing fresh water - we haven't had rain 
here since Jan. 3 so fresh water here is scarce.” 
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A UUlwfo new Appuwck fo Semce! 



21 Meadow Park Place, 
Carstairs 

I Ver> 

LJB. ■ 

ceiling, arched 

doorways, country kitchen with island and oak 
cabinetry, single garage, large fenced lot. 

* 304,900 


401, 1881 - 17 Street 

Maintenance tree 
living, great 2 
bedroom suite 
with air 

conditioning and 
west facing 
balcony, bright 
and dean and 
ready for quick possession 1 

*179,900 


2021 - 23 Avenue 

Too many 
upgrades to hat. 
This ^ 

.•* • j \ home shows 

. • am very well just 

m : i 

new «•< newer 

including vinyl 
windows, kitchen, etc . oversized 
double garage, pnvate fenced yard 

*239,900 


Super Location! 

[ r; M Only 6 miles 

iwesl of Didsbury 
on pavement, 
7.6 acres, nicely 
kept 2 bdrm 
home with large 
carport, beautiful landscaping, vinyl rail fence 
around pasture, gorgeous mt. view. 

* 489,000 


2408 -13 Avenue 

--1 Wow! What a 


Rod Neufeld 



■s 9M|K 

[ ■ '■ ' 

■ tii*' 

-J floors kitchen 

cabinets bathroom, paint, all windows, 
newer furnace and hot water tank, total of 
5 bedrooms on large lot. you'll want to 
take a look! 

s 279,900 


1817- 

17 Street 

mm 

p u 

Lovely College Green Villa 
unit, 2 bdrms, 2 baths, oak 
kitchen with sunshine ceiling, 
large master bdrm. mam floor 
laundry, undeveloped bsmt. 
beautiful patio backing onto 
peaceful green space, 
reasonable home owner s 
association fees 

*23S 

1,900 



2102 - 22 Avenue 

— Fantastic blend of 
original character with 
all the necessary 
upgrades in this 
beautiful turn of the 
century home, over 
2600 sq ft., 3 bed¬ 
rooms, 2 1/2 baths, 
new kitchen, large lot, 
call us for the many 
terrific details 


Room to Roaml 


408, 1881 -17 Street 



geous setting 
hobby ta 


15.8 acres 
northwest of 
Didsbury, 1700 
sq. ft Lmwood 
home, pellet 
stove, double 
garage, west 
facing deck and 
balcony, gor- 
your 


1100 sq It. of mainte¬ 
nance free living on the 
top floor of Campus 
Green, comer unit with 
wrap-around balcony, 
extra storage, bright 
open plan, air condition¬ 
ing, 2 bdrms, 2 baths. 


475,000 


*489,000 


s 226,900 


2034 • 18 

Avenue 

*r. 

Cozy and cute as 
can be! Many 
upgrades including 
new furnace, hot 
water tank, fence 
and paint, newer 
kitchen cabinets, 5 

oped attic, old 

$ 244, 

appliances, devel- 
me garage 

900 


2122 14 Avenue 

Cute and 

1 > adorable. 3 

wJ - : 

EJ ■ iS9 upgrades 
■ including 

kitchen cabi¬ 
nets, roofing, bathroom and hot water 
tank, large yard, nicely treed 


*209,900 


2142 - 22 Avenue 

Great 

3 ♦ 1 bedroom 
home 3 baths 
gorgeous oak 
kitchen, 
skylight, large 
master with jet¬ 
ted tub in 

ensuite. single garage large fenced yard, 
excellent location 

$ 269,900 



2009 20 Avenue Just east of the Post Office 

335-2222 

info ® f rontporchrealty.ca - www.frontporchrealty.ca 
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10-26 — Complaint 
of vandalized mailboxes in 
a rural area near Didsbury. 

Police say the mailboxes 
were struck with some¬ 
thing big and round. 

1 0-26 — Complaint of 
a possible assault involving 
two males in Didsbury. 
Police say the incident may 
have involved alcohol and 
is presently under investi¬ 
gation. 


1 0-27 — Complaint of 
a break and enter to a cot¬ 
tage near Cremona. It is 
uncertain what was stolen 
from the scene. 

1 0-28 — Complaint of 
two males involved in a 
fight in Carstairs. RCMP 
say alcohol is suspected to 
be a factor. 

1 0-28 - RCMP were 
alerted of a vehicle report¬ 
edly covered in blood head¬ 
ing southbound on 11 wy. 


RCMP Report 


BY JOSH SKAP1N 

Didsbury Review 


22. The detachment in 
Airdrie was notified when a 
local patrol couldn’t find 
the subject vehicle. 

1 0-28 — Complaint of 
a door at the Didsbury High 
School being propped open 
with a bottle. The witness 
found this to be suspicious 


and notified RCMP. loiter 
in the evening, police 
received a report of a sus¬ 
picious male spotted in the 
same area. 

1 0 - 29 — Report of a 

gas and dash at the Rsso in 
Carstairs. Police say the 
thieves made away with 


$30 worth in gas. 

1 0-29 — Complaint of 

a stolen purse from a busi¬ 
ness in Didsbury. 

1 0-30 — Complaint of 

a toolbox stolen out of the 
back of a truck in 
Carstairs. 

10-30 — Complaint of 

a vehicle failing to stop for 
a red light flashing on a 
school bus. 

1 0-30 — Complaint of 


contract fraud worth 
approximately $r>,(KK). 

1 0 - 30 — Complaint of 

two males uttering threats 
at a female in Didsbury. 

Note: Constable Robert 
Newton says Didsbury 
RCMP received an unusual 
number of complaints in 
relations to mental health 
and family relation issues 
over the past week, com¬ 
plaints not recorded in the 
RCMP report. 



1 Compassionate , thoughtful service 


OLDS, Sl'NDRE & INNISFAIL FUNERAL HOMES & CREMATORIUM 
507-8610 638-4393 227-0006 


CHRISTMAS 


1906 - 20 Street, Didsbury 


EACH OFFICE INDEPENDENTLY OWNED AN0 OPERATED 

1906 - 20 Street, Didsbury 
www.didsburyrealestate.com 


335-3377 24 hours 

234-0714 CALGARY DIRECT LINE 


NEXT RE/MAX FREE 
FAMILY SWIM IS ON 
NOVEMBER 18 th . HOPE 
TO SEE YOU THERE! 


CHEZ PETERS 
Associate 


DAN PETERS 
Broket 


Serving the community 
over 40 years 


FUNERAL SERVICES LTD 

ItntJh f Ai’awW C ffrrr u arW 

“Providers of the Tree Memorial Park Program" 


ken Sherict 


Richard Paht 


7 ndependently A Iberian' 




TVbove,. 

K Crowci! 


3 bedroom house, 
wonderful horse 
barn, riding arena, 
near Sunnyslope 


Fabulous open view 2 
large bedrooms, dream 
bathroom, huge walk-in 
closet Nice open plan 


12 acres 

3 bedroom house, 
quonset 


Nicely upgraded large 
fenced yard, all 
appliances 
Ready to move into 


4 bedrooms. 

2 baths, oversized lot. 
2 garages 


2 bdrms. 

1.5 baths, 
like new! 

$189,900 


Profitable Business 


1505-14 St. 
Didsbury 


1507 Idaho Street 
Carstairs 


84 Acres West ol 
Didsbury 


2130 ■ 19 Avenue 
Didsbury 


A LABOR OF LOVE 
Fully developed 3 
bdrms, 4 balhs. 
Every square inch is 

AMAZING! Double 
garage 

$449,900 


Well established 
Drycleaning business, 
growth potential, make 
money immediately 


FAMILIES WELCOME' 
Fully developed 
totally upgraded 
double heated garage 
main floor laundry 

$314,900 


2500 sq ft ♦ home. 
7 bedrooms, large 
family room heated 
garage, large yard 

$339,900 


BRAND NEW 
2 bdrms. 2 baths, 
mam floor laundry, 
open plan 

$319,900 


GOOD WELL Great 
building sites for your 
dream home, fabulous 
views 


Didsbury Condo 


19 Julia Place 
Didsbury 


Didsbury 

Mobile 


Irricana 


74 Westpoint 
Drive 


1717 -14 st 
Didsbury 


Many to 
choose from. 
Largest select! 
around! 


i Fully developed, 
backs onto treed 
area open plan ; 
3 bdrms. 4 ! 

baths 


4 bedrooms, 
over 1300sq ft, 
large double 
garage very nice 
kitchen 


2 bedrooms, 
fenced yard, addi¬ 
tion and appli¬ 
cants 


4 bdrms. fully 
developed nicely 
upgraded Ready to 
move into 


Backs onto park 
5 bedrooms 
fully upgraded and 
shows very well 


3 bedrooms, nice 
open plan Backs 
onto farmer's field 
Ready to move into 


114 x281 lot older 
4 bedroom home, 
huge shop, double 
heated garage 

$369,900 


^ Didsbury % 


Calgary Property 

House on large lot Briar Hill Call Dan or Chez 


Near Torringon 


Friday November 9 ,h 10 am - 8 pm 
Saturday November 10 ,h 10 am - 8 pm 
Sunday November 1 l ,h 10 am - 5 pm 
For more info phone 403 - 224-3011 
18 miles (28 kms) West of Bowden at Range Road 40 


p Pearson’s Berry Farm 
Christmas Craft & Open House 
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Commentary 

Troops deserve 
our support 

EMILY COCHRANE 


The presence of Canadian troops 
in Afghanistan has heen a subject 
of hot debate and controversy since 
the inception of the war on terror, 
five years ago. Now, after Prime 
Minister Stephen Harper instigated 
a review by an independent panel, 
parliament has decided to extend 
the mission from 200!) to 2011. Polls show that some 
Canadians are uneasy with the decision, with the 
onslaught of opinions and political posturing, it is easy 
to become confused as to what conclusion our own 
moral polarity draws us to. Hut let us not forget, that 
we are Canadian. 

Some may argue that it is not our fight. Well, sorry 
but that decision was made a long time ago. For the 
past 50 years Canada has steadily been involved with 
peacekeeping operations with the United Nations and 
more recently, NATO, EU and AU. The nature of peace¬ 
keeping is to reach out to others and it is an integral 
value to Canada’s external affairs. 

Others may gripe about ill-conceived notions that the 
US is nothing but an interfering, imperialistic tyrant 
bent on world domination. That is a hit extreme. In 
fact, the very core of what it means to be Canadian 
would have us lend our support to the war on terror. 

That core becomes very tangible in view of the 
Canadian Charter of Rights and Freedoms, which 
states that the rights of one cease when they begin to 
infringe upon the rights of another. Likewise, it 
declares the right of security of person. When mem¬ 
bers of the Taliban terrorist organization crashed those 
planes in a calculated attack against America on 9/11, 
killing 2,973 people, those that supported those actions 
and those who would offer them refuge, forfeited their 
rights of security as they had caused the loss of life of 
so many others. The US people have a right to security 
- to live without fear, and the only way to achieve that 
end was to neutralize the threat from the source. 

That is not to say that the end necessarily justified all 
the means, but that Canada’s support in a role it is so 
suitable for, peacekeeping, was and is, certainly justi¬ 
fied. 

That the death toll of 9/11 has since been doubled 
and makes the future look dim, is undeniable. It is no 
small sacrifice for our men and women to serve, but 
who can argue their right to choose to do so? Many of 
these men and women leave behind families, so surely 
they must consider it a just cause, as such a decision 
could not he made lightly. Nobody can judge the 
worth of their efforts to train local police, the national 
army and the efforts that led to the coming forth of 
democracy in that region. They’ve been keeping busy; 
they aren’t twiddling their thumbs over there - and the 
job isn’t finished yet. 

Others may say that the monetary cost is too high, 
that our military is just too ill-equipped to provide fur¬ 
ther aid. So maybe our navy, for example, is little more 
then a collection of hand-me-down, leaky tin cans from 
big-military-brother, the US, our military spending sig¬ 
nificantly lower, and our number of troops, pitiable by 
comparison. We may be few, we may even be small, 
but we are still proud. It was Canadian troops that 
took Vimy Ridge after others had failed in the First 
World War, Canadians who along with the US relieved 
concentration camps and escorted German prisoners 
out of Holland at the conclusion of the Second World 
War. The presence of Canadian troops in Afghanistan 
signifies Canada’s hard-earned right to choose to enter 
armed conflict, not as a colony of the Crown, but as its 
own sovereign nation, and is a standing symbol of that 
sovereignty. 

We are free, we have an infallible spirit, we are 
Canadian. 
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Commentary 

At The Kitchen fable 


NOREEN OLSON 


A chill wind, a black night, some¬ 
where, too near for comfort a coy¬ 
ote 

howls and in total silence an owl 
drifts past the great, full, harvest 
moon. It's Halloween and there 
could be anything out there in the 
dark. 

Who knows what lurks beyond 
the light. Who knows what myster¬ 
ies the night conceals. Who really 
knows what waits just around the 
next corner, behind the next door. 
What hides in the unexplored cor¬ 
ners of your mind? 

What monsters people your four 
A M. imagination? 

I have never seen a ghost anil I 
certainly have no desire to see one 
but I cannot say firmly that ghosts 
do not exist. Since the creation of 
the world all people and all civiliza¬ 
tions have had ghosts as part of 
their culture. I)r. Samuel Johnson is 
supposed to have said, “since the 
creation of the world it is still unde¬ 
cided whether or not there has ever 
been an instance of the spirit of any 
person appearing after death. 

All argument is against it, hut all 
belief is for it." 

A belief in the supernatural has 
existed in all ages and among all 

nations. There is hardly a family 
in any country of the world that 
does not have a ghost story. The 


story may be from four generations 
back but it is still told. The teller 
may be a little uneasy about repeat¬ 
ing it but each generation greets it 
with fascination and wonder and 
only the the most unimaginative of 
the family members discounts it 
entirely. 

Belief in ghosts is a subject that 
has touched everyone. 

The idea of ghosts seems to date 
hack to Stone Age Man who buried 
the dead with ceremonies that 
intended to help the deceased rest 
easily. 

Some the earliest written records 
of mankind, cuneiform clay tablets, 
hear legends of apparitions and we 
know (hat ancient Babylonians 
believed that the dead visited the 
earth in spirit form. What may be 
the oldest of all ghost stories is 
Babylonian , The Epic of Gilgamish. 

Gilgamish asks the god Negral to 
restore his friend and is rewarded 
by a transparent human shape that 
rises up like the wind. 

Ancient Egyptians had dozens of 
demons and spirits most of whom 
had to be placated or they would do 
harm to humans. They appeased 
these spirits 

with ritual offerings and they 
believed that they could communi¬ 
cate with them. An ancient papyrus 
in the Cairo museum records a con¬ 
versation between a priest and a 
spirit. 


The Arabs believed that if a man 
had been murdered his ghost would 
rise from the ground where the 
blood had been shed unless a new 
nail was driven into the ground at 
the death site. This tradition was 
known as “nailing down the ghost.” 

Greek and Roman records are 
filled with detailed descriptions of 
ghosts. 

Some of the best examples are in 
The Odyssey, written around G30 
B.C. Caesar's violent end was fore¬ 
told by a ghost and then Caesar's 
ghost returned to haunt his assas¬ 
sin. 

The ghosts of India are especially 
nasty. Some of them have small red 
bodies, the teeth of lions and gibber 
in a nasal tone. Chinese ghosts form 
the head first, then the feet and 
finally the body. Japanese ghosts 
are often women with messy hair 
and white flowing robes or warriors 
carrying Samurai swords. 
Sometimes they are foxes which 
change into beautiful women. North 
American Indians have a Ghost 
Dance which honors the dead and is 
one of the worlds most colorful and 
exciting ceremonies. 

The bible is full of ghost stories 
and to this day ghosts are acknowl¬ 
edged in the service of exorcism. 

A chill wind, a black night, a 
ghostly moon. Who knows what evil 
lurks beyond the light. Happy 
Halloween. 
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such consent may result in legal action without further notice 

Publications Mail Registration No. 07899 


How can we help you? 

Letters to the editor: Letters submitted tor publication must be signed 
and bear the address, phone number and e-mail address of the writer 
Please keep your letter to 500 words or less. Letters may be edited tor 
grammar, punctuation, spelling, length and libel Unsigned letters will NOT 
be published Use of pseudonyms will be permitted only under special cir¬ 
cumstances, provided the writer s identity is known to The Review 

News and photos: If you have a news item or a photo opportunity you 
teel may be 0 ! interest to readers, please call 335-3301 

Display and classified advertising: Please call 335-3301 and we will be 
happy to help you place your advertisement Classified advertising dead¬ 
line: Friday 12 noon Display advertising copy deadline Friday 12 noon. 
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Ponderings 
of the heart 

Our Responses 

BY MARGARET FRADLEY and agitated. 

As we were about to leave, and had all 
Our response to any given situation is been served ;ind taken care of, someone 
very important. thanked the waitress for her efforts to 

Recently on a bus tour, we stopped at a accommodate us, in spite of being 
restaurant for supper. For some reason unprepared for our arrival, 
our tour guide had not advised them that a The weary waitress explained it had not 
busload of hungry passengers was arriving, been easy, as they only had two waitresses 
As we entered we could see they were on. But she added, “you are the only one to 
extremely busy; either there was a banquet acknowledge this, and it does mean a lot.” 
in progress or another tour bus had arrived What a difference. A very small gesture, 
ahead of us. taking but a few moments, but it changed 

Naturally, the service was extremely and encouraged the waitress. It changed 
slow, and some people became impatient the whole atmosphere. 


Letter to the editor 

Wittal on the right track 

Dear Editor: 

Congratulations to Mayor Brian Wittal for his plan to monitor the big-box stores’ 
impact soon to occur in Olds. May 1 urge His Worship, councillors and Chamber of 
Commerce President Margo Ward to avoid ... like the plague! . the colossal errors 
made in Banff. 

I refer to that city’s landlords forcing unique shops and galleries, all locally owned, 
out of existence with prohibitive rents, leaving space to be filled only by high-end 
generic shops which tourists can find in every mqjor global city. Dull, duller, dullest! 

Keep Didsbury unique! I)o respect the wide income range of our residents: not every¬ 
one here is employed by some aspect of the oil patch. 

Here’s a wee warning to Chamber Prez Ward: be leery of franchises! Not only are 
they all generic, they each have their branded design style. We’d need a cold day in hell 
before they’d agree to “fit in with the rest of Didsbury’s downton look.” 

Let’s have a huge cheer for the superb renovations currently underway at Value Drug 
Mart. That facade truly reflects Didsbury’s traditional look! 

Heartfelt thanks to all the Didsbees who continue to make this senior dame so wel¬ 
come in this lovely town. 

Sincerely, 

Pam Hyatt 

Didsbury 



town of 

DIDSBURY 


www.didsbury.ca 


Open: 8:30 am to 4:30 pm — Monday to Friday 


Town Administration Office: 2037—19 Avenue • Phone: (403) 335-3391 • Fax: (403) 335-9794 


DEPARTMENT PHONE NUMBERS: 

Shop: 7:30 am to 4:00 pm 335-8343 

Planning & Development 335-7356 

Didsbury Neighborhood Place .335-8719 

Community Services & FCSS .335-8719 

Didsbury Landfill 335-2005 

Memorial Complex & Aquatic Centre.335-7369 

Rosebud Valley Campground .335-8578 

Chamber of Commerce Office .335-3265 

Library 335-3142 


PUBLIC MEETINGS & NOTICES 


REGULAR TOWN COUNCIL MEETINGS: 

Tuesday, November 6, 2007 at 7:00 p.m. Council Chambers 
Tuesday, November 27, 2007 at 7:00 p.m. Council Chambers 

MUNICIPAL PLANNING COMMISSION: 

Wednesday, November 7, 2007 at 4:30 p.m. Council Chambers 
Wednesday, November 21,2007 at 4:30 p.m. Council Chambers 

DIDSBURY LIFELINE SOCIETY: 

Monday, December 10, 2007 at 10:00 a.m. Council Chambers 
The Town Office will be closed the second Friday of every month from 
Noon to 1:00 pm (November 9, 2007) 


NEW DEVELOPMENT PERMIT APPLICATIONS 


THE FOLLOWING DEVELOPMENT PERMITS HAVE BEEN ISSUED 
FOR THE FOLLOWING PROPOSED DEVELOPMENTS: 

DP 139-07 1402 - 20 Avenue Secondary Suite with conditions RC 

DP 140-07 1810 - 20 Street Change of Use to Wellness Centre with conditions Cl 
Further information may be obtained at the Town Office, 2037 - 19 
Avenue or by calling 335-3391. Person(s) wishing to appeal any of these 
decisions must do so in writing, with the appropriate fees, to the 
Secretary, Development Appeal Board, prior to 4:30 p.m. on November 
20, 2007. 

Robert Wigg. Development Officer 


NEW BLACK & GREEN BIN PICK UP SCHEDULE 

The schedule for Compost Green Bin and Garbage Black Bin 
pick up has changed. A new schedule from November 2007 to 
March 2008 will be included in the November utility billing. 

NOVEMBER 2007 




I B'/iTli'i’fflU 


Notice: According to Bylaw 95-01 (the Building Permit Bylaw), the Town of Didsbury may 
charge double the permit fees if unauthorized w ork, including excavation, has been started before 
the issuance of a permit. Please remember to apply for all appropriate permits including 
development, building, electrical, gas and plumbing Permits are required for such projects as 
Single Family Dw ellings, garages, sheds over 144 ff. woodstoves, commercial building change of 
business, etc. If you re unsure if you require a permit, please call 335-3391. 


REQUEST FOR QUOTES 

The Town of Didsbury Parks and Recreation 
will now accept quotes for 
Hanging Flower Baskets for 2008. 

For further information please contact 
Bvron Saver, Manager of Parks anil Recreation 
at 335-7364. 
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ARE YOUR TAXES PAID FOR 2007? 

DECEMBER 31 st , 2007 

PENALTY WILL BE 18% ON ALL OUTSTANDING BALANCES. 
KNOW YOUR TAX STATUS, CALL MARILYN AT 335-3391. 



LEGEND: . 

COMPOST (GREEN BIN) | 

GARBAGE: (BLACK BIN) | 

no pick-up: X 


EMPLOYMENT OPPORTUNITY 

The Town of Didsbury Community Services Department is looking for an adult/ 
teenage FACILITATOR to run a very popular Town of Didsbury program. 

Sports for Shorts - This program runs six consecutive Monday evenings from 6-7 
pm in the Didsbury Multi-Purpose Room. This is a basic introduction to organized 
sports and games for children aged 3-5 years old. The successful candidate will be 
responsible, enthusiastic and love spending time with children. 

Please apply to: 

Nicole Aasen, Community Services Coordinator 
Box 790, Didsbury, AB, TOM OWO 
Email: naasen@didsburv.ca 
Phone: (403) 335-8719 Fax (403) 335-9794 

Application deadline: November 30, 2007 


2008 COMMUNITY SERVICES PROMOTIONAL REQUESTS 
Application deadline is December 1, 2007 

Application available at www.didsbury.ca 
or at the Didsbury Neighborhood Place 
2030 - 17th Avenue 

Please contact Nicole Aasen at 335-8719 
for more information. 


Pre-Season 
Basketball Camp 

November 24, 2007 



Westglen School Didsbury 

For more information, visit: 
www.didsbury.ca/rec 


DIdte&ar& 
AcpierGic C&nSpG 

Please note the following changes to 
the Didsbury Aquatic Centre 
Schedule: 

November 10 CLOSED 
November 16 Closed at 5:00 pm 
November 17 Public 1:00-5:00 pm 
November 23 Closed at 6:00 pm 
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Finding Armide 

A Didsbury woman’s flight to critical acclaim 


BY JOSH SKAPIN 

Didsbury Review 


Following the night of her perform¬ 
ance, Andrea McCulloch locates a copy 
of Opera Now, one of the most recog¬ 
nized publications in the craft. 

While she's been reviewed many times 
before, the Didsbury woman who uses 
the stage name Adria McCulloch due to 
another member of the Canadian 
Actor’s Union sharing her legal name - 
still feels anxious. 


McCulloch flips to the page carrying 
the review and her eyes bounce through 
the text as she hunts for her name. 

There it is. 

“Unquestionably first class was Adria 
McCulloch’s Armide with fluid, soaring 
notes and spot-on acting." 

While many publications had provid¬ 
ed their assessment of Armide and 
McCulloch’s sublime work in the lead 
role, Opera Now was the report she had 
been looking for. 

Following the final performance, the 


conductor of the production hosted a 
reception at his home and introduced 
McCulloch to the reviewer from Opera 
Now, which was when she learned she 
would be critiqued by one of tin' best. 

“Unquestionably first 
class was Adria 
McCulloch’s Armide 
with fluid, soaring notes 
and spot-on acting. ” 

OPERA NOW 


“1 almost lost my lunch," admitted 
McCulloch. “1 was very glad not to have 
known that she was in the audience 
before the show.” 

While one of the rising young talents 
in opera, the farm-raised McCulloch, 
who self-professes to be painfully shy 
amongst strangers, finds the process of 
being reviewed a montage of emotion. 

“First you begin shaking uncontrol¬ 
lably," says the likeable 26-year-old, 
“then you quickly find your name in the 
review, glance at it to make sure it says 
nothing bad, read it a few more times, 
then phone your family and buy your¬ 
self something nice.” 

McCulloch admits, at this point in her 
career, what the writers say, means a 
lot. 

“That’s all I have to catch the eye of 
opera companies or managers. I don’t 
think many stars read reviews because 
they’ve had so many and you can drive 
yourself crazy gauging your success by 
one person’s point of view.” 

For McCulloch to portray Armide she 
had to be aware of several things. 

She says, one of her most trying feats 
was sculpting the lead character into 
someone human, and someone the audi¬ 
ence can identify with. 

For her, it was essential that Armide 
became someone the viewers could 
like, pity, and fear, all in a few hours. 

“The biggest challenge of all was to 
expose her vulnerability without mak¬ 
ing her boring,” she said. 

“Armide is a sorceress who can bring 
a thousand soldiers to their knees with 
one glance, so it’s hard to imagine that 
she has a soft side. I was tempted to 
play her angry and dramatic the whole 
time, but I had to find the humour, lone¬ 
liness as well as her passionate side. Of 
course you can’t play all of those emo¬ 
tions at once, there has to be clear tran¬ 
sitions.” 

But along with McCulloch’s onstage 


gift, she found herself fortunate to be 
teaming with noted costume designer 
Martha Mann, of Anne of Green Gables 
fame. 

“The costumes were so beautiful and 
otherworldly, but mine was a tad 
sparse,” she said. 

McCulloch was taped into a tiny 
corset that she needed to remain con¬ 
scious of while on stage. 

“Not oidy did I have to sing in 4 inch 
spike heels, but I had to do it on a raked 
stage at a 35 degree angle," she 
revealed. “I was at the gym quite a bit 
in advance preparing my legs to take 
the weight because when you’re singing 
there has to be a certain amount of 
abdominal relaxation." 

Preparation for the part was complex, 
filling McCulloch’s calendar almost a 
year in advance. 

“Like a good student, 1 started with 
the text. Translating each and every 
word and working with a French coach 
perfecting the diction and subtle 
French nuance to sound like a native 
Parisian.” 

When she w’as ready, she began intro¬ 
ducing the music into her voice and 
body. 

Becoming familiarized with the music 
was vital for McCulloch. 

“You don’t have an extra brain cell to 
think about that while the director is 
throwing objectives at you.” 

Compared to the other work 
McCulloch has done, nothing holds a 
candle to the magnitude of Armide. 

“Once I get onstage, it’s 
business, I leave 
Andrea in the wings.” 

ANDREA McCULLOCH 

“I had been working six days a week, 
twelve hours a day with the same eight 
colleagues for the past two years. I 
learned so much from them in my time 
with the studio and I am so grateful for 
the support and confidence that they 
gave me during this production,” she 
said. 

About two weeks before the opening 
performance, McCulloch w'as doing a 
run-through of the final act. 

She had gone through the scene 
before, but this time something was dif¬ 
ferent. 

“I felt as though I completely lost my 
own sense of consciousness, let my 
technique do what it needed to do and 
continued to next page 


PLEASE BE ADVISED OF AN EARLY 
DEADLINE FOR THE NOV. 13 PAPER AS 
MONDAY, NOV. 12 WE ARE CLOSED. 

The Mountain View Gazette AD BOOKING DEADLINE is 
Tues. Nov. 6 at 5 p.m., copy deadline will be noon Wed., 
Nov. 7. We need to have the MVG to press early Thursday. 

The AD BOOKING DEADLINE tor the 

Didsbury Review, Carstairs Courier and the 
Olds Albertan will be Wed., Nov. 7 at 5 p.m., 
copy deadline Thursday, Nov. 8 at noon. 


Trick or Treat For the 
Food Bank! 

Youth from Knox 
United in Didsbury 
may have knocked on 
your door last Tuesday 
night - a night early for 
Halloween. They were 
in costume for their 
second annual 
Trick or Treat for the 
Food Bank. Many thanks to the Didsbury residents 
who donated non-perishable food items, pet food 
and other household goods. 

In this photo - McKenzie Paton and Kira Paulgaard 
receive food from Walter and Elsie Scheidt. 





BRIAN'S PICK OF THE WEEK 
2004 F150 S/C XLT 4X4 


Brian Maetche 


39,000 km, 5.4L V8, 
captain chairs, A/C/T/CD, box 
liner, Trailer tow, boards. 
Red/Gold. Stk# R3810 


Try your 

classifieds section 
of the Didsbury 
Review 

Review 

335-3301 


0UNTAINVIEW 

MOTORS 
DIDSBURY, ALBERTA 


(403) 335-3396 

Calgary Direct: 403-232-6702 
FAX: 403-335-9226 


2002 - 22nd Ave. 
Didsbury, AB. 
TOM 0W0 


ST. CYPRIAN'S 
ANGLICAN ; ^ 

CHURCH 
is pleased to 
offer a 5 week 
course in 
beginner guitar 
for children 

10 - 14 years of age. 


Course will offer 3 Christmas Carols 
and conclude in a student recital. 
Registration at St. Cyprians Church 
November II at 1:00 p.m. 
Lessons begin Nov. 12 - Dec. II 
between 4:00 pm &r 5:30 pm. 


Recital will be held December 16, 7-8 pm 
St. Cyprians Anglican Church. 

All are welcome. 
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just took her as far over 
the edge as I could," she 
said. “It felt like time 
stopped in the last scene 
where flames envelop me 
and 1 bum to death.” 

But what she didn't 
realize was that her pants 
ripped wide open in the 
process. 

“Funny, the director, 
conductor and stage man¬ 
ager didn’t say a 
thing...Ah the joys of live 
theatre.” 

With a packed audience 
ready to witness the 
result of McCulloch’s 
growth into Admide, she 
does what she can to 
keep a peaceful state of 
mind. One of her habits 
is sitting in her dressing 
room where she snacks 
on fruit. 

Commonly, she’ll joke 
with the baritone to keep 
things light, hut on stage 
the switch is flipped. 

“Once I get onstage, it’s 
business, 1 leave Andrea 
in the wings.” 

McCulloch is currently 
residing in Washington 
D.C. where she’s polish¬ 
ing her technique with 
world renowned Swiss 
bass Francois Loup, and 
American soprano Linda 
Mabbs, while working 
with a private Italian 
tutor and doing shows 
with companies around 
the East coast. 

Most recently, she’s 
understudied Heidi Grant 
Murphy, a recognized 
soprano for a show at 
Rose Theater in Lincoln 
Center, New York. While 
she didn’t get to perform 
the role, she called it a 
great experience rehears¬ 
ing with the orchestra 
and preparing like she 
was going to do it. 

In this business, 
McCulloch has learned to 
be patient. 

“A great art form like 
opera is like starting with 
a 500 piece jigsaw puzzle, 
every year you get a few 
more pieces and the pic¬ 
ture begins to take shape 
but the size of the puzzle 
also grows. I don’t know 
how big my puzzle is and 
I don’t know how many 
pieces 1 have but 1 know 
that 1 am going to be a 
student for the rest of my 
life." 


From houses to 
horses, 

motorcycles to 
mutton, boats 
to bison, straw 
to sofas, careers 
to cushions, 
batteries to 
beds... 

Find what you 
are looking for 
in the 

classified ads. 
To place an ad, 
call 335-3301 
with your 
information, 
or fax it to 
335-8143. 

We accept 
VISA, and 
MasterCard. 
Call us! 


Cory Weaver/ 
Photo Post 

Armide (Adria McCulloch) is 
consumed by the flames as 
Renaud (Eric Sampson) returns 
to battle in the Maryland Opera 
Studio production of Gluck's 
“Armide." A collaboration with 
Opera Lafayette, the production 
runs at the Clarice Smith 
Performing Arts Center April 19- 
22,2007. 
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BUILT FOR LIFE 


IN CANADA 


2007 F-150XTR SuperCab 4x4 

Out muscle the competition. 

Lease for $359 at 0.5% for 36 months with $2,575 down. 

No security deposit required. 

(aftei delivery allowance of $4.100 is deducted) 

Cash Purchase for $32,999 

(after delivery allowance of $4,100 is deducted) 

Or choose 0% f purchase financing for 36 months on most new 2007 F-150. 
4.6L V8 engine • Electronic shift-on-the-fly • Automatic transmission 
18"chrome clad aluminum wheels • P275 OWL A/T tires • Chrome grille surround 
Chrome step bars • Chrome exhaust pipe • Leather-wrapped steering wheel 


j^YEAH i«it> ciBC Runl^for the Cure 

__ TOUCH 


tCash purchase a new 2007 f ISO XTR SuperCab 4x4 lor $32,999 i after Delivery Allowance of $4,100 is rebated to dealer) lairs payable on full amount of purchase pnce before deduction of Delivery Allowance 'lease rate of 5% for a new 2007 F t50 XTR SuperCab 4*4 is available to qualified retail lessees on approved <redrt 
from Ford Credit lease calculation monthly payment of $159for 16 months (after Delivery Allowance of $4,100 is rebated to dealeri Additional payments rrqutred $2,575 down payment lor equivalent trade in), SOsecunty deposit, plus admmrstration fees, PPSA and appl*able laves The cost of borrowing is00* Mileage 
restrictions apply See dealer for details "No Security Deposit on most new 2007/2000 ford vehicles (excluding 2007/2008 F Senes Chassis Cabs, ford GT, Ford Shelby GT S00 and medium truck and ICF) effective lanuary 7 2007 throuqh October 2,2007 Security Deposit may be required by Ford Credit based on customer credit 
terms and conditions t tON> purchase finanrmq on most new 7007 F 150 lewludmqPnce leader) for a term of tb months to retad customers on approved credit from ford Credit Sample calculation based on a ?6monthterm $20,000 financed *0%, monthly payments of $S55 SO lor a term of i6 months The total cost of credit is 
$0 and APR is 0% This is a sample calculation only Down payment may be required based on approved c redd from Ford Credit All 2OO7/2OO0ford wtmtes. enludmq 2007/2000 Model ICF, F-6S0and f 750, come with a S year/100,000 km 'whichever occurs first) Powertram Warranty and full Roadside Assistance benefits loqether 
with a 5 year 100 000 km whichever occurs first) Safety Restrain! Warranty In addition all 2000 Model Super Duty vehicles equipped with the drsH engine the Powertrain warranty is extended to 5 year 160000 km equals Diesel engine warranty* All 2007/2000 Lntoin vehicles come with a 6 year 110,000 km (whichever 
occurs first) Powertrain Warranty and hill Roadside Assistance benefits loqether with a 5 year/100.000 km (whichever ormrs first) Sakety Restraint Warranty Some conditions and limitations apply Offers include height and an tax. but excludes bcense. insurance PPSA registration, administration lees and aN apphabte taxes 
Offers are mutually exchrsive and cannot be combined with any other offer Dealer may se« or lease for less limited time offers Dealer <*drr or transfer may be required Offers may be car*Hied at any time without notice Some conditions apply See dealer lor details 
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Inside the minds of Didsbury’s most dynamic musical duo 

Valleaus want arts and entertainment headquarters for Didsbury 

BY JOSH SKAPIN filled with their home distilled gin,” Jason even be a theatre aspect to it. So all these And perhaps in the near future, the fami- 


Ihdsbury Review grins 

“We’ve had a lot of good times out there." 
On a morning in late October, Jason Their trip starts with a plane ride to 
Valleau and Sheldon Valleau gather in a Louisville, Kentucky. 

room packed with computers and a variety “We live in peace and harmony and safety 
of recording and mixing technology at their with our crew in the county of Mountain 

busy white bungalow in Carstairs. View and then blast off all over the place.” 

It’s been an active wtx'k for the Didsbury List night, the Valleaus completed their 
High School alunmis, but their focus is on a latest album, titled Kitchen Radio, a name 

team in New York, crafting a reality televi- shared by the online radio station they o|x*r- 

sion show calk'd MyHome 2.0. ate out of their home. 

Jason and Sheldon have Ihh'H given the “The whole project itself had Kitchen 
nod to come up with a theme song for the Radio in mind, because there art' so many 
new series that Ls bilk'd to provide ordinary genres on this album,” said Jason, raising his 

families a “home technology makeover of a hand and simulating scrolling through radio 
lifetime." stations. “It’s like you’re turning a dial. It’s a 

Jason, in a red wine coloured bathrolK' sil- cross-contaminated, cross-pollinated genre, 
ting at the main terminal, fires up the tune. When people ask as what genre it Ls, we’re 
What bounces through their speakers is a going to start saying ‘many genres.’” 
warm, guitar and drum - bathed jingle The record maintains the hallmark 
wrapp'd around Valleau vocals. Polyjesters sound: spirited ukuleles with 

The show’s producers are pleased with Sheldon and Jason’s harmonizing voices, 
their song and the Valleaus follow that But this time, they’re asing some of their 

assignment with tugging the melody over a tracks to shift gears, including Stevie 

short video intended to be the show’s online Wonder-esque Motown, Classical, and 
trailer, complete with colourful audio. Country. 

Along with polishing off the reality show While the house in Carstairs has served 
project, the brothers are preparing for a tour them well, things are getting cramped and 
south of the border including stops in the Valleaus are exploring their possibili- 
Kentucky, Indiana, Pennsylvania, New ties. 

Hampshire, and Rhode Island. What they’d like to see is a building in 

“We’ve been in this area before, so we Didsbury become the arts and entertain- 
have a couple of spots that we’re stopping at ment headquarters for the county, 

that are wicked favourites of ours," said “It would he very unorthodox. Having an 

Jason. audio-video wing, broadcasting radio, an 

The brothers have a specific fondness for arts wing - you could have artists painting 
West Virginia. in these old classrooms,” said Jason, who 

“You go there and everybody’s got ban' admitted they were initially inspired by the 
feet, cargo pants and there’s a mason jar old schoolhouse in Didsbury. “There could 


disciplines of the arts could showcase their ly of arts festivals spearheaded by the 
talent in the gym.” Valleaas will grow. 

According to the Valleaus, Didsbury The brainstorming has begun on what 
makes plenty of sense. would lx* called the Mountain View Movie 

“I suggest a nice building that’s keeping Fest. 
its heritage somehow. Something with a “We want to get a sponsor to build a big 
brick face that’s kind of in the flow and wooden backdrop that we can show films 

vision of what Didsbury wjuits to see down- on," said Sheldon, who adds the idea would 
town - an extension of downtown.” capture the interest of the community. 

“...something that has a very high-tech “Lot’s say I’m the host, and I go to five 
modem stage, that is a gocxl sound room people’s homes and they teach me how to 
for bands to play. I’m talking a real, artistic, make their favourite cuisine,” he said, 
folk-based, but multi-genre showcasing “Wo would cut those and edit those and 

stage for Canadian talent and any band make them into shows -everyone brings 

that’s on the road." their pen and paix*r that night, beeaase 

Sheldon says if a project of that nature is that’s what’s showing. Five people in the 
launched in town, residents will feel a part community teaching you how to make their 
of it. favourite dishes, and we’d add jx'rsonality 

“They feel this Ls ‘our thing’," he said, to it to make it funny. 

“And they’ll support that." “Half the |x*ople will come because they 

While the Valleaus have ideas and the support the idea and they like the humor of 

savvy to pull the strings on such endeav- it, and the other half will come out because 

ours, their hope is to tap the interest of area their friends are on the show. It gets the 

philanthropists for the necessary financial whole community out.” 
backing. The financial aspect would be less daunt- 

The pair displayed their ability to unveil ing for a movie festival, subtracting the 

the arts in significant and most importantly necessity of paycheques for bands, 

successful fashion, with the Mountain View Sheldon muses over the possibility of cate- 
Music Fest in Carstairs over the summer. gories that could include submissions 

“There was not one lick of government taken from a cellular phone, 

money to help us out, and we were in the Thinking out loud, Jason opens the door 
black,” said Jason, who adds the one-day for more to be done in Didsbury. 
event, which included a performance by “We’ll have the music fest in Carstairs and 
cast members from the Trailer Park Boys, the movie fest in Didsbury,” he says, 
grossed $32,(XX), and netted the brothers The wheels in Jason’s brain continue to 
$3,000. turn, and he smiles. 

The event may end up spawning a compi- “Everybody's got a leafy (Cannes film fes- 
lation CD, which Jason says would not be tival) symbol on their movies - Let's have a 
distributed beyond county borders. Didsbury one.” 
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REMEMBRANCE DAY 
CEREMONIES 

Ross Ford Elementary 
Nov* 9 - 9:30 am 



Westglen School 

<~y 

ov* 9 - 1:30 pm 


idsbury High School 
Nov* 9 - 11:45 a*m* 


Didsbury Memorial Complex 
in the multi-purpose room 
Nov* 11 - 10:30 am - 12 pm 
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Remembering all those who served. 
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To all of those who 

S Juive served our 

' ‘ country and to those 
who are serving now 
You’re in imr hearts and in our prayers 

Toll Free: 1-888-335-3212 

Didsbury: 1-403-335-3212 Sundre: 1-403-638-3541 


November 11 - A day to remember 


f : \C] 2405 - 20 St., Didsbury 

foooi 335-9595 


Carta Victor/Didsbury Review 

THIS ‘OLD SALT’ - 

Robert Hurst, 88, holds a picture 
of himself at the age of 20, when 
he first enlisted in the Navy. 
Looking at the photo Hurst's 
wife jokes it would have been 
taken when he first joined the 
Navy because "an Old Salt 
would never wear his hat like 


It is important that on Sunday, November 11. we pause and give thanks 
to those who served our country in times of war and in peace. All 
Albertans, indeed all Canadians, owe a great debt to the young men 
and women who gave their lives in defence of something we in 
Canada so often take for granted—freedom. 

For all Albertans, not just our veterans. Remembrance Day is a day to reflect on the importance 
of sacrifice, service to one's country and high cost that was paid to secure our free and demo¬ 
cratic society. 

Many people from across this country gave their lives during World War I and II. and the 
Korean War. It is important that we pay tribute to these brave and honourable individuals, as 
without their sacrifice Canada would not be the great place to live it is today. 

It is equally important that on November 11. we acknowledge the brave men and women of the 
Canadian Forces who are currently serving their country by participating in peacekeeping oper¬ 
ations around the world. I know all Albertans join with me in praying for your safe return to 
Canada. 

On behalf of Premier Stelmach and my colleagues at the Alberta Legislature, I would like to 
salute those who risked and arc risking their lives for us. 

Richard Mar/. MLA. Olds-Didsbury-Three Hills 


Let us pause and give thanks. 

Carlson Wagonlit 

DON S WORLD TRAVEL SERVICE LTD. 

Didsbury Calgary 
335-3351 263-2818 


We salute those who have 
served our country. 


icioni/x 


SQUARE MALL 


Business Community 


Forever in our hearts we remember and 
honor those who gave so much. 


Didsbury Dental Centre 

2220-20 Street, Didsbury 

335-3855 


Remember those who served 


123, loot - 20 Avenue 
Didsbury, Albert* 


Telephone: (403) 335-9167 
Fax: (403) 335-2336 
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592 days on the high seas 


BY EMILY COCHRANE 

MVG Stuff 

“Five hundred ninety-two days served 
on the high seas," were the words on the 
discharge papers of Robert Hurst of 
Didsbury, after coming home from the 
war in July, 1945. 

Hurst served as an ASDIC, ( named after 
the Anti-Submarine Detection 

Investigation Committee who invented the 
system) operator on the North Atlantic 
Ocean. 

"That North Atlantic was the toughest," 
said Hurst. 

“It was quite an experience...they were 
good to us, but we just worked, four hours 
on, four hours off," 

The ASDIC emitted a sound signal and 
the sound waves would bounce back as an 
echo when they hit something solid. The 
echo, or 'ping,’ was then intercepted and 
amplified so the operator could hear it. 

His wife of 62 years, Audrey, claims that 
the reason he can’t hear very well any¬ 
more is due to the days he spent as an 
ASDIC operator. 

Convoys Hurst served on travelled from 
ports in Halifax, Nova Scotia to 
Londonderry in Northern Ireland. 

The convoys were made up of 30 ships 
or less and had about four corvettes or 
frigates, according to Hurst. 

Corvettes and frigates are small, 
manoeuvrable, lightly armed battleships, 
a frigate being slightly smaller then a 
corvette. 

The ships detected submarines and 
acted as an escort for merchant ships 
across the Atlantic. 

For every convoy taking a load of cargo 
to Britain, an empty one travelled west¬ 
wards to America. 


Convoys, made compulsory for most 
merchant ships by Britain at the start of 
the Second World War, lost an average of 
five per cent of their ships. 

The supplies, food, troops, and weapons 
the convoys delivered were essential to 
sustaining the war effort. 

Hurst doesn’t remember ever losing a 
ship in his convoy. 

“I think we were going so fast they (the 
Germans) couldn’t figure out what we 
were...they saw us coming but we were 
never close enough to damage.” 

Hurst was in the army reserve before 
joining the navy reserves and soon was on 
active duty in 1941. 

“All his chums went into the navy , he 
could have had a commission if he had 
stayed with the army, but you know boys,” 
said Audrey of her husband. 

Hurst first joined the army to follow fam¬ 
ily tradition. 

His father was a captain in the army in 
the First World War and aide-de- camp, or 
personal assistant, to Col. Belcher, whom 
a hospital is named after. 

When Hurst was bom in 1919, Col. 
Belcher became his godfather. 

He was sent to Vancouver first for train¬ 
ing on the Pacific before going to Halifax. 

After that he lost count of how many 
times they crossed the north Atlantic anti 
can’t remember how long each trip took. 

Sailors were given a tot (a small shot) of 
rum every day, as was navy tradition, and 
was the only thing that kept them warm, 
said Hurst. 

“You were wet all the time.” 

Sometimes supplies would be flown in 
from Halifax for the convoy while they 
were in port in Londonderry. He recalls 
that they had a good cook and didn’t go 
hungry. 


Days in the barracks aren’t included in 
the 592 days at sea. 

When the convoy was in port the crew 
was rewarded a brief respite of one to 
three days. 

He remembers vividly how when the 
ship was nearing the harbour, the captain 
would stand at the hull and jump to the 
deck as soon as he could, to find out w hen 
they could leave again. 

The captain of the ship was “bullhead¬ 
ed,” according to Hurst and was always 
yelling orders, which earned him some 
resentment from the crew. 

“But when we were in harbour, you 
couldn’t ask for a better man. 

“That man was such a great man," who, 
according to Hurst, used to somehow pro¬ 
cure goods that couldn’t usually be found 
in the area for the seamen. 

He remembers Halifax as a, “Baldheaded 
place in eastern Canada...an awful place,” 
and called it a “dog patch.” 

He remembers that there were only 
about two houses visible from the harbour 
back then. 

“We built everything they had there so 
that we could live there,” he said. 

“Kids never went to school, there was 
nothing for them,” he said. 

“Gi’ us a penny," he said the kids would 
always say to the sailors. 

There were barracks there and steel 
gates that cut off the navy facilities from 
the rest of the harbour. 

“But I enjoyed it, though we used to get 
mad because there was nothing for 
as...you could go for a walk,” he said, but 
that was about all. 

In July, 1945, Hurst’s convoy came into 
port at Halifax. 

The whole ship needed to be refitted 
and was sent to Montreal. The crew was 


given a 42 day leave. 

Already engaged for over two years, 
Hurst and Audrey grabbed the opportunity 
to tie the knot. They were married on July 
21, 1945. 

They spent everything on the wedding, 
not worrying about where they would live 
because they assumed he would be going 
back and she would live with her parents. 

Hurst had written to ask for marriage 
leave, which would have given him 10 
more days. The reply he got said that the 
war was over and he should take his dis¬ 
charge where he was, at the station in 
Calgary, where he had first signed up. 

The war with the Japanese officially 
ended Aug. 14, 1945. 

They struggled for a while to “be 
alright," and Robert piped in, “We’re still 
trying to be ‘alright.’” 

The couple has five children, eight 
grandchildren and four great-granchil- 
dren. 

“My children were the first children in a 
generation who didn’t have to go to war.” 

Audrey had three sons and she said she, 
“was never keen on it, because I thought 
for sure, as soon as they came of age, off 
they would go.” 

But now they are all over 50 with fami¬ 
lies and she hopes that none of her grand¬ 
children will ever see warfare. 

“We’ll say this about war,” Audrey said, 
in her accustomed way of being speaker 
for them both. 

“It brings out the best and the worst of 
everyone...people rise above like you 
wouldn’t believe.” 

Now 88 years old, Hurst’s memory is 
going but he said this Remembrance Day, 
“The boys, that’s what I’ll remember...and I 
can’t remember their names, but I know 
what they look like.” 



Lest we forget. 


M. Lennox & Associates 

2006 - 20th Street, Didsbury • 335-3514 


Lest we forget. 

DIDSBURY 
VALUE DRUG MART 

1710 - 20th St. Didsbury 
403-335-3307 


November 11 - A day to remember 

©tDalmrp 3)ltn 

2014-19 Ave. 

335-3022 Dining Room 335-8888 










We remember.... 



Royal Bank 


Didsbury 

1911 20 St. 335-7341 



November 11 - A day to remember 


Didsbury Meat Processing 

2 miles S. on 23rd Street, Didsbury 


335-3848 



Remember those who served 



Pause and give thanks to those who served. 


PHARMASAVE 


1918 20 St. Didsbury 
335-3066 



ibranee 

To those who served for our country 




Btbstmrp Brp Cleaners 

335-3225 


1806 - 20 St. 
Didsbury, Albert a 



ihrance 




Let us pause and give thanks. 


12 

iloUNTAINVIEWl 


bW MOTORS 

Vs_ 

DIDSBURY, ALBERTA J 

335-3396 
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We thank the men and women who 
fought for our freedom. 


INSURANCE SERVICES & 

„ „ _ ALBERTA REGISTRIES „„ „„ 

2004 • 20 St. Didsbury 335-3365 
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Forever in our hearts we remember and 
honour those who gave so much. 

Front Porch Realty 

2009 20 Ave., Didsbury 
335-2222 

info@frontporchraalty.ca www.frontporchraalty.ca 
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Prairie 
Partners 
4-H Report 

Prairie Partners 4-11 Rassmussen who has also 
Multi Club is back in volunteered to help run 
action this fall after a long our club. We are also 
relaxing summer and looking forward to our 
we’re more ready than annual livestock weigh-in 
ever for the upcoming 4-H day to be held at 
year. We started off with Swanby’s feedlot. The 
our organizational meet- date has been set for 
ing and election of exec- November 3, with a wein- 
utives. Our President: er roast to follow. We will 
Ryan Hunter, Vice-presi- be looking forward to 
dent: Wade Hannah, another fun year with our 

Treasurer: Stephanie beef and rabbit projects, 

Rassmussen and last but multi judging, public 
not least, our Secretary: speaking, among other 
Chelsey Fulton. These things, and “Learning to 
will be the executives that do by Doing”! 
have volunteered to help Submitted by 

run the club efficiently 7 Vavis Hunter, 

and effectively. Also our Club reporter. 

General Leader is Murray 



SHORTHORN w 
ART STUDIO « 

9 am - 6 pm ^ 
Saturday ’ Nov. 10 Q 


COME CHECK OUT OUR 
CLASSES FOR THE 
k CHRISTMAS SEASON 


1816B - 20th St., Didsbury 
Next to Victoria's Flowers 



had a good role model. 


As sure as the sun rises, we’re working to ensure the safe, reliable delivery of gas to thousands of Albertans. Not just during daylight hours - but 24 hours 
a day, seven days a week. It’s no mean feat. But then, neither is responding quickly, courteously and knqwledgeably to customer questions on everything 
from home heating to how to bake bread. It’s all part of what keeps ATCO Gas working for so many people in so many communities across Alberta. And 
it’s all because of the hundreds of reliable people who work for us. The ones who, like our role model, get up everyday - and make the world of our 
customers a warmer, brighter place. If the idea of working with people like this works for you, you might want to work for us. Visit atcocareers.com 


ATCO Gam works for you 

atcogascom 





















Kristin Benoit/Didsbury Review 

GRAND CHAMPION - Hannah and Amy (top) LaClaire 
each stand with their horse Green Leaf Excelsior, a two-year-old 
gelding who was the grand champion stallion at the Mountain View 
county fair this year. See page 14 for more info. 


Service Directory 


Renovations 


Contracting 




for ALL your home renovation needs 

"serving you with 30 years experience 
in the home improvement industry" 

Len Nugent ( 

Box 1825, Didsbury, AB ^ 

559-7574 fax 403-335-8129 

email at: lnugent@telus.net 


Hairstyling & Barber Shop 




itlen’s Jiiitr S>tj>lmg 
ant) Waiter &f)op 

Mike Haimour 

1910 - 20 &t. Didsburp 
(403) 335-2291 


Laura Redmond 

. /w/ ■ //>^»A/r7/* 

r* do 

Gel Nails 

1 - Sculpted & Tips 

L 3 


To Btxjk An Appointment 

219 10"’Ave 

Call Laura At: 

Carstairs, Alberta 

403-559-6706 


e County Glass & Contracting 

• Rixidisiixl • fxwa • C ommiw hi • Sl«>|> & Mobili Siuvio 
_ Auto Glass Replacement & Repairs 

* Minnows • (tonus • Showta A till A(«tsvwits 

Res 335-3805 Bus 

Box 1450 Didsbury 1-800-474-4419 3 35-80 80 


Painting 


HYITTTAUFFER Quality Workmanship 

Painting i Wall Papering JiVoO)) 

Complete Exterior & Interior Painting, Texturing '■ —r 


Directories 


Exteriors 



Phone: 780 450 5612 
Toll Free: 1 866 450 5652 
Fax: 780 461 1098 


Let the Shepherd Quide you! 

The 

Shepherd’s 

Guide 

Christian Business and Ministry Directory 

Available At Local Churches, 

Christian Bookstores and Christian Businesses 

email: centralab®shepherdsguide.ca 
website: www.shephersguide.ea 


Plumbing 


A-4DABLE MECHANICAL & 

MAINTENANC E SERVICES 


miw 


Printing 



CONTEMPORARY 
r I M * I T E D 


• WEDDING STATIONERY • GIFT ITEMS 
PERSONALIZED NAPKINS • ACCESSORIES 
• AND MUCH. MUCH MORE! 

2017 - 19th Avenue, Didsbury 
Phone: 335-3301 • Fax: 335-S143 


Optometrists 



mtmmr 

VISION CENTRE 


FULL SERVICE EYE CARE TEAM 


Dr. Toby Vallance 
Dr. Sharon Winnicki 


2020 - 17th Avenue 
P.O. Box 2040 
Didsbury, Alberta 

335-2020 


OLDS 

OPTOMETRIC 

CLINIC 


Dr. B. L. Trump 
•Dr. AUan ( W. Jones 
Dr. Lori B. Lu^ey 
Dr. ‘Marae BLume 


5120 - 50th Avenufi Olds. Alberta TOM IPO 556-6068 


RH 



SPECIALIZING IN 

NEW CONSTRUCTION & RENOVATIONS 

’ WINDOWS, DOORS, SIDING, SOFFIT, 

FASCIA, CLADDING, METAL ROOFING, 

' ALUMINUM RAILINGS 


DOUBLE 

R 

EXTERIORS 

LTD. 

335-9698 


SERVING DIDSBURT OLDS, 
AND SURROUNDING AREA 
ROY R0MAN0W 
1313-20 ST Didsbury 


Thrift Stores 


Located at 2008 20 St. 

2 diMirx South of I Kin's World I raiel 
Open Mon Wed 4 I ri; 10 - 4 p.m. 


Clothing & Footwear Only 

Prin’eeds to Missions, 
local charities, and 
community services 

Volunteers needed 
Phone Bonny 335-4746 or 
Margaret - 335-3012 


Household Goods Thrift Store 

Call Ev 335-3213 

Caring for our 2014-20 Street. Didsbury 

community Mon/Wed/Fri 

in a practical way! 10 a m. - 4:30 p.m. 

Protect ol Zion Evangelical Missionary Church 


Bobcat Services 


Arron’s Bobcat Services 


“The Didsbury Digger” 

Excavating, Post Holes, Rubbish Removal 

Free Quotes Reasonable Rates Senior’s Discount 
Call Arron @ 403-335-4493 (Didsbury, Alberta) 


MILLER EXCAVATING 
& CONTRACTING 


> Landscaping 

> Backfilling 


Low Rates 


BOBCAT SERVICE 

• Post Hole Auger • 

• Trenching < 

• Garage/RV Pads 

JEFF MILLER 

Didsbury, AB 
Bus: 1-403-507-1534 


• Snow Removal 

• Hot Shot Sen/ice 


Free Esti mates 


To See Your Ad Here 
call 335-3301 
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LeClaire sisters impress Colts hammer the Attack 
at World Clydesdale show Hat trick from Tannas fuels blowout 


BY KRISTIN BENOIT 

Didsbury Review 


Being the third generation in their fami¬ 
ly to participate in the competitive world 
of horse shows, it seems that sisters Amy 
and Hannah LeClaire were destined to 
succeed. 

Growing up on Green Leaf Farms out¬ 
side of Didsbury, Amy, 15, and Hannah, 11, 
learned a lot about horse showmanship 
from their father Roger and through 4-11. 

The girls competed in the World 
Clydesdale Show in Madison, Wisconsin 
on Oct. 12-14 of this year. 

“We both really wanted to go," said Amy. 

And their enthusiasm paid off. 

Amy won gold in World Youth 
Decorating, in which competitors aged 14 
to 18 prepare a horse for the show ring in 
front of the judges, in under 30 minutes. 

Hannah placed fifth in the Junior 
Showmanship Class out of 24 competitors 
aged 9 to 13. 

She had to set up the horse for showing 
in front of the judges and show off the 
good parts of the horse. 

“All the kids at this level are really 
good," said Roger. “It’s the top level they 
can get." 

The World Clydesdale Show is held 
every six years. 

Plans for the show begin three years in 
advance, so everyone involved knows 
about it. 

With about 700 entries and an even 
greater number of spectators, the show 
attracts thousands of people. 


“You meet people from all around the 
world and they become your friends for 
life," said Roger. 

Amy loves going to horse shows and 
doesn’t let the huge crowd intimidate her 
while she’s competing. 

As for Hannah, “I mostly like just being 
with the horses," she said. 

Not only do the girls compete, but a 
number of horses born and raised on their 
farm competed in the world show - and 
won. 

Green I^t'af Irish Icon became the world 
champion gelding carthorse, out of 3(1 in 
his class. 

Green Leaf Rising Dawn also won first 
place, in the mare carthorse competition. 

Roger explains that horses horn and 
raised on their farm have the Green Leaf 
prefix name, so people know where the 
horses come from. 

“The show is an experience of a life¬ 
time," said Amy. 

And literally, Roger adds, because at the 
next show six years from now, Amy will 
be too old to compete. 

Hannah, however, will still have anoth¬ 
er chance to display her showmanship 
skills and be as successful as she was this 
year. 

“I’m pretty proud of these kids," said 
Roger. 

With 35 to 40 horses on the farm, some 
are sold and more are born every year, all 
of whom have the chance to become a 
great showhorse. 

“Horses are not a hobby,” said Roger. 

“They’re a part of the farm.” 


BY JOSH SKAPIN 

Didsbury Review 


The Mountain View Colts became wit¬ 
ness to the Heritage Junior League’s 
upper class and lower class in a matter 
of two days this week. 

l!p first was a road tilt with the Lakes 
Division-leading Stettler Lightning Nov. 
2 . 

Prior to the game, the Lightning had 
scored over 20 goals more than the 
local Junior B squad. They added to 
that offensive edge, dropping the Colts 
4-1. 

While no team likes to lose, Colts 
General Manager Bill Turville says he 
saw positives in the defeat. 

“We played with them for the first 
period and a half, before things slipped 
away," he said. 

The two clubs went scoreless until 
the 14:01 point of the second stanza, 
when the veteran Lightning found their 
way. 

“We got away from the physical side 
of the game and let them take over," 
said Turville. 

The only goal by the Colts was 
notched by Chris Cottier with 10 sec¬ 
onds before the buzzer in the third. 

Stettler was favoured on the shot 
clock, firing 38 shots on Colts goalie 
Evan Miller, compared to 35 from the 
sticks of Mountain View snipers. 

“With a young team," said Turville, 
referring to this year’s Colts, “you get 
some ups and downs. Hopefully by 
February we’ll have levelled out with 


Several Colts players had outstanding 
offensive showings in the triumph, 
including a masterful showing by 
Water Valley product Luke Tannas, who 
scored a hat trick in addition to two 
assists. 

His linemate, speedy veteran Jeff 
Clazie was also explosive, tallying two 
goals and two assists in the win. 

Presently, Clazie leads the team and 
sits twelth in overall league scoring 
with 18 points in 10 games. 

“lie’s offensively gifted," said Colts 
coach Cliff Murphy. 

“He’s stepped up and taken a leader¬ 
ship role with this team. He loves to 
score.” 

Mike Arnold made his return to the 
lineup, snapping two goals and an 
assist past Attack goaltender Kyle 
White. 

The last time these two teams met, 
Mountain View squeezed past the 
Attack 4-2 and Murphy credited White 
for keeping his team in the contest. 

This time, White was peppered with 
59 shots. 

“I think our players just really beared 
down around the net,” said Murphy. 
“There weren’t many lucky bounces or 
breaks.” 

On the other end, Mountain View 
goalie Jason Arnason turned aside 23 of 
25 pucks sent his way. 

Arnason is now the eighth ranked 
goaltender in the league. 

Other Colts offence came courtesy 
Carstairs rookie James Bullock, Brad 
Edwards and Scott Parker. 




Canada Liberia 


(Stettler.)” 

While their road affair ended in disap¬ 
pointment, returning home the next 
night resulted in a dramatic change in 
fortune for the Didsbury squad. 

They squared off against the base¬ 
ment-dwelling Maskwacis Attack, chas¬ 
ing them in a blowout win 11-2. 

“It was total domination,” assessed 
Turville. 

“They came off a reasonably good 
effort in (Stettler) and owned 
(Maskwacis) all over the ice.” 


The Colts remain tied for third in the 
Lakes Division with a record of 5-4-1. 

They also sit second in the league in 
penalty minutes with 42(1. 

The locals' next game is on the road 
when they take on the Claresholm 
Storm Nov.9. 

Their next home game isn’t for over a 
week when they host the High River 
Flyers Nov. 18. 

The Flyers are one of only two teams 
to have not registered a win this sea¬ 
son. 




“l 9 m not getting any younger” 

You can get money now to help you start saving for your child's education 
or training after high school. A small amount set aside today can make 
a big difference for your child's future. With a little planning, you can 
make it happen. If you have not started planning yet and would like to 
know more about what help is available, call us or visit our website. 


1 800 O'Canada www.canlearn.ca 


Nominate 


Wild Rose 
Conservative 


403 861 4131 
lsteier@pathcom.ca 
www.larrysteier.ca 

Authorized by Official Agent 
PO Box 1883, Cochrane. AB T4C 1B7 


2007 Nomination Meetings for the 
Electoral District of WILD ROSE 

NOVEMBER 15-AIRDRIE 
3:00 pm - 8:00 pm Town & Country Centre 

NOVEMBER 16 • OLDS 

3:00 pm - 8:00 pm Olds & District Evergreen Centre 

NOVEMBER17-CANMORE 

8:00 am -1:00 pm Radisson 

NOVEMBER 17-COCHRANE 
3:00 pm - 8:00 pm St. Andrews United Church 


Lets make Canadians more prosperous... more secure... 

BETTER ABLE TO FULFILL OUR DREAMS... AND OUR CHILDREN AND GRANDCHILDREN, 

RFTTFR ARI F Tfl RFATW THFIP PDTFK1TIAl 
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The War Amps 


Through the CHAMP Program, 
child amputees receive financial 
assistance for artificial limbs, specially 
designed recreational devices, peer 
support and more. 

Graduates of CHAMP will continue 
The War Amps legacy of “amputees 
helping amputees.” 


Documentaries can be borrowed Iree-of-charge 
or purchased at cost-recovery prices. 

To see a listing of our Canadian Military Heritage documentaries, 

._ visit our Web site at www waramps.ca, _ 

I lm\\ or t0 ortler a contact The War Amps 

'■N E-ZEE ACCESS: Tel : 1-800-250-3030 /A 

f! . Fax:1-800-219-8988 \/M 

. il'.J Charitable Registration No 13196 9628 RR0001 iaifl 


Carta Viclor/Didsbury Review 

FOOD FOR FINES - Inez Kosinski, Didsbury Municipal Library, Harry Wame, Mountain View Food Bank, and Lesley Winfield, 
Olds Municipal Library stand with food items that will benefit the local food bank. In total more than 500 food items were donated to the 
Didsbury and Olds libraries for the annual Food for Fines campaign held during one week every October to mark Canadian Libraries 
Month. 


P2P Mix 'n 
Mingle 
Features 
the 

Polyjesters! 


Cars this good-looking 
don’t deserve these prices. 


We are fortunate to have 
so much outstanding culture 
in the heart of P2P country. 
One of those great cultural 
attractions began their rise 
to fame in Didsbury. With 
entertainment provided by 
the Polyjesters, the Prairies 
to Peaks Tourism 
Association is hosting a Mix 
n Mingle celebration at the 
Sundre (inIf Club to recog¬ 
nize the spectacular 
Hospitality & Tourism busi¬ 
nesses in the Prairies to 
Peaks Region. 

The Mix ’n Mingle takes 
place on Wednesday, 
November 14, 2007 with 
cocktails beginning at (5 pm, 
followed by a fabulous 
Roast Beef dinner at 7 pm. 
There will Ik* lots of door 
prizes and a Silent Auction. 
Plus great entertainment 
with the Polyjesters! 

The Polyjesters are 
Canadian brothers Jason 
and Sheldon Valleau who 
hail from Alberta and honed 
their musical talents in 
Europe playing for everyone 
from street folk to the 
Prince of Monaco. Since 
then they have been every¬ 
where, including tin* Epcot 
Centre and sharing the stage 
with The Trailer P;irk Boys. 
It’s a bumpy, twisting road 
they travel rife with adven¬ 
ture, great stories and excel¬ 
lent music. 

They play everything from 
Billie Holiday to tin- Beatles 
.. from old swing/jazz stan¬ 
dards to alternative country. 
A unique sound that is high¬ 
ly energetic, completely 
contagious, unfailingly 
entertaining and appeals to 
a wide range of musical 
taste. 

In fact, this event is open 
to everyone, so call Jackie 
today for tickets (.‘ti. r >-7:M>7) 
tiefore November 7! Check 
out our ad in the Mountain 
View (iazette for more 
details. 


mos 


purchase financing on most new 2007 Mustang GT 


Cash purchase for 


(after delivery allowance of $3000 is deducted) 


2007 Mustang GT 


mos 


purchase financing on all new 2007 Fusion 


Cash purchase for 


(after delivery allowance of $2200 is deducted) 


2007 Fusion SE 14 


for 48 months with $2099 down. 

No security deposit required. 

(after delivery allowance of $2900 is deducted) 


Cash purchase for 


2007 Focus ZX4 SE 


At this rate, we can’t promise we’ll have any left. 
Get yours today. 


Built for life in Canada 


(ash purr hose « new 2007 Minting 61/ 2007 Fusion SI 14/ 2007 Focus 7*4 Sf for $79,999/ $71,799/ $14 999 (after Delivery Allowonce of $3 000/ $2,200/ $2 900 it retooled to (fooler) foxes poyoble on foil omount of 
lessees on Approved credit from FordOedrt loot* <okulotion monthly poyment o( $199 lifter Delivery Altowonre of $7,900 is retooted to deoier for 40 months Additionoi poyments reqcwed $7,099 down poyment lor 
restrictions opply See deoiet lor detorts "Mo Security Deposit on most new 700 / 7008 lord vehvles ifxiludmq 700/ 70081 Senes (hosvts cobs ford 61 lord Shelby UT S00 ond medium truck ond 1(11 effective iont 
tO* pun ho* hnoru .nq M Avertible on most new 700? Mustong Gt eic ludirtq Shettoy G1S00 700? 1 uuon $( 14 lor o term ol toO months to reioit I vMnmen on Approved iredil from lord l redd Simple cok uioUon toov 
AP0 n OS this is o simple cokulotion only Down poyment moy toe required tooted on Approved iredrt from Ford Credit Offer* .rxlude (retqht ond on to* tout eidude license rosy tome PPSA reqrsliotion. odmicmtioii* 
lets I muted time often Deoler order or Itonsfet moy be required Often moy toe concerted or ony tune without notHe Some conditions Apply See deoler for detorh All 700 ? 7001 lord vehicles, entudinq 7007/70081 
benefit' together with o S yea 100.000 km whehevei onun first) Solely Aeuiomt Wor>oniy in Addition oil TOOK Model Super Duly vehic les equipped with the diesel engine the Powertiom worronty n eitended to 

A 


ii*e pure before deduction of Delivery Allowance *leose rote of S 9S for o new 7007 form 7*4 Sf is ovoiloMe to quolitied i 
rolem node in). $0 tenuity deposit plus odmimstrofion tees. PPSA ond opplKOtote totes the cot! of borrowing is 7 00* Mil 
' 7007 through ionuory 7 7000 Security Deposit moy be required by lord (redrt bosed on customer iredrt terms ond cond’t 
0 60 month term $70,000 financed otO* monthly poyments$f)J 11 tor o term of 60 months The toloi cost of .redd is $0 
s ond oil opplN otoie totes Offers ore mutuolly exclusive ond lonnot be combined with ony other offer Deoler moy sell or leo* 
I Id, 1 ASOondF 7S0. come with oSyeor 100 000 km (whichever occurs fust) PowertroinMrorrontyondfull0oods.de Assist 
rHM 000 km equols Diesel enqme wononiy AH 7007/7000 limoln vehicles come with o to yeor 110.00U kni (whichever oc 
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“What’s Up Tonight?” 

Mars is back 


KEN FROM - STAR ENTHUSIAST 

With the* end of daylight savings time and the approaching 
winter solstice, November evenings offer several hours of 
darkness to view our glorious night sky while still getting a 
full night's sleep. Conversely you can rise a bit earlier and still 
catch Venus, Saturn, Mars and even Mercury before the sun 
rises. 

In e;trly Noveml>er Mars rises above the east north-east 
horizon about 9:110 I’M and by late November you might 
notice it as early as 8:30 PM. The beautiful Pleiades star clus¬ 
ter will already 1 h> to the upper right of Mars. Every 20 
months, earth overtakes the red planet on our shorter path 
arotutd the sun. This time we will 1 h> closest to Mars on 
December 19 but November and .January evenings will still 


Dr. laffer would like to welcome the 
following temporary (locum) 
physicians and thank them for their 
assistance: 

Dr. Dennis Boettger November 5 - 9 
Dr. Lenore Stampa Nov. 26 - Dec. 7 

Please call for an appointment 


offer opportunities to gaze on our dost 1 celestial neighbour. 
()f all the planets, Mars most closely resembles the earth with 
a visible surface, with seasons and a 24 hour and 117 minute 
day. With a good telesco|>e and a clear night you might Ik- 
able to set* a white pol;u cap and some surface markings on 
Mars during this year’s approach. 

I regularly field calls about the bright star in the east before 
dawn. Being close to the sun and totally covered with clouds, 
Venus reflects most of its sunlight back into space, making it 
the brightest celestial object after the sun and moon. With 
binoculars or in a telescope Venus now appears like a first 
quarter moon as half of its disc is illuminated. Saturn floats 
above and to the south of Venus in the morning sky while 
Mercury makes a brief appearance l>elow Venus in e;irly 


Walk-in Clinic 

Tuesdays and Thursdays 
2 pm to 7 pm 

Didsbury Medical Clinic 
Suite 2x>4 

Victoria Square Mall 
2 ^o 34 -i 9 ,h avenue 
Didsbury 


November. 

Last month we liegan some comments on astronomy 
equipment. Canadian author and astronomer Terence 
Dickinson includes a section on Stargazing Equipment in Ids 
popular NightWatch book. In a section called “TYash-Scope 
Blues” he quotes a caller “Am I doing something wrong, or 
Ls it this telescope?.. .It doesn’t seem to focus, and I am never 
sure what I am pointing at.” I was speaking with another 
frustrated owner of a $200 department-store telescope, the 
kind that comes in an attractive package announcing a 450- 
Power Astronomical Telescope, embellished with color pho¬ 
tographs of comets and nebulas....aptly called a “Christmas 
trash scope”. Dickinson continues, “The classic trash scope 
priced at $500 or less is designed not for east 1 of use but to 
api>eal to rank beginners and well-meaning gift buyers.” 
Many have l>een turned away from a wonderful journey of 
discovery by a bad case of “trash scope blues. Here are some 
things to consider in a telescope: 

All the larger telescopes around the world, including the 
Hubble, art' reflectors, often referred to as Newtonians. They 
ust' a concave mirror to collect the light and bring it to a 
focus. For an equal amount of money you will almost always 
get a larger telescope by purchasing a reflector rather than a 
refractor. I usually recommend this type of telescope with at 
least a 5 or 6 inch diameter mirror for someone beginning in 
astronomy. A Dobsonian mount will l>e somewhat less 
expensive and simpler to ust 1 than a tripod mounted or equa¬ 
torial mounted telescope but these are rarely offered in 
department stores. A six or eight inch mirror in a reflector on 
a Dobsonian mount Ls a recommended beginner scope by 
Terence Dickinson. They sell in the range of $.‘100 to $4(X). A 
refractor is a traditional looking scope with lenses and give's 
sharp, clear views of the moon and planets and often can be 
a good daytime telescope' if it Ls on a tripod and offers a “right 
side up" view. A re'fractor cannot Ite built as huge as a reflec- 
tor and will be limit eel in its views of deep sky objects such as 
nebulas and galaxie's. Finel a tele»soope dealer who ean help 
you clarity what you plan to view with the tele'scope and who 
can tell you the ae(vantages anel disadvantage's of each scope. 

While evenings are cooler, for the next several months 
Canadians can be lost in wonder and awe at the splenelors of 
the heavens above. 

A more extensive article on “Purchasing Your First 
Telescope” can be found at www.All-StarTelescope.com Ken 
and his wife, Bev, offer regukir public observing nights and 
sell telescopes online and from their acreage ne'ar Didsbury, 
Alberta 


Didsbury Medical Clinic 

Phone 335-8007 















Didsbury Golf Club would like to thank the following: 


Ladies League & Tournaments: 

Carolyn Tainish 

Land Lovers Lawn & Yard Care - Rhonda Hunter 
Studon Electric and Contracting Ltd. - Red Deer 
Ribbons and Bow - Myra Dykstra 
Apple Drugs - Olds 
Didsbury Golf Club 
Alliance Pipelines 
Ulla-La Boutique - Ursula Krebs 
Ron's Automotive 
Gilded Gallery 
Potentials 
Fashions on Main 
Victoria's Flowers & Gifts 
Movie Gallery 
ReMax (Cindy Tippe) 

Webb's Bulk Foods 
Didsbury Dry Cleaners 
Curves for Women 
Alberta Treasury Branch 
Mountain View Credit Union 



Royal Bank 
AG Foods 

Didsbury Pharmasave 
Cut 'n' Loose Hair Design 
Contemporary Graphics 

Junior's League & Tournaments: 

The Leading Edge - Dave Blazenko 
Lakeview Farms - Jim Tainish 
Land Lovers Lawn & Yard Care - Rhonda Hunter 
JD's Restaurant - Jae Tesky 
Coca Cola 
Didsbury Golf Club 

Didsbury Meat Processing - Kevin Kurtz 
Jim Sagriff 

Didsbury Men's Golf League 
Didsbury Ladies' Golf League 

Men's League & Tournaments 

Jim and Sharon Wadel 
Warren Tersigni 

Gallery of Floors - Shawn & Amy Waite 
The Leading Edge - Dave Blazenko 



The Board of Directors would like to say a special Thank 

^——--" You to Bob Wells & Dale Ekman for the great work they 

Didsbury Golf Club have done over the 2007 season. 
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‘The Old Red Brick School House was a fun gathering place.’ 


Wynne was bom in the old 
stone hospital in Didsbuiy in 
1923 ;uul she attended the 
Old Brick School House 
from grades 1 through 8 and 
later graduated from the 
High School that was built 
next door. 

She completed her nurse's 
training at the Holy Cross 
Hospital in Calgary graduat¬ 
ing in 194(5 and then nursed 
at the Didsbuiy Hospital in 
194(5-47. 

Wynne married Herman 
Wollen in 1947 ;uid together 
they had 10 wonderful chil¬ 
dren. 

Herman worked .'35 years 
in the oil field traveling as fin 
away as South America 

Wynne is now retired in 
Didsbury and eryoys living at 
Aspen Ridge Lodge. 

They chose to retire in 
Didsbury because they loved 
the town and have many 
fond memories of the people 
and events that occurred 
while li\ing here. 

Wynne's dad, Bill Moon 
Senior, was a water well 
driller and also a hunting 
guide. He also operated the 
steam boiler at the Didsbury 
Hospital. Her mom Lena 
Krebs 

died at the age of 35 leav¬ 
ing 8 children. The youngest 
was 9 months old and the 
oldest was 14 years old and 
in Grade 9. Her oldest sister 
quit school to help her dad 
raise the family. 

Wynne recalls the kind¬ 
ness and generosity of the 
people of Didsbury who kept 
" an eye out" for her family 
;tnd made sure that the chil¬ 
dren were included and 
remembered. The popula¬ 
tion of Didsbury was approx¬ 
imately 800 at that time. 

She was grateful to receive 
from others and is now 
blessed to be able to share 
and give back what was so 
freely given to her family. 

Wynne lived across the 
street from the Old Brick 
School House. She says that 
the other students will 
remember tin* house with 


HILDEBRAND 

MOTORS 

^ ^ J PONTIAC 

Chevrc >ij-rr QIVIC 

< 2 > @ 

OkJsmotXk hoick 

Goodwrench 
Service 



|Your Hometown] 
GM Dealer 


Highway 27 West 

Olds 

Phone 556-3371 


A conversation with Wynne Moon Wollen 


the large moose head mount¬ 
ed on the front poirh. 

They also had a number of 
mounted animal heads in 
their home as her dad was an 
avid hunter. 

Mr. Franklin, the school 
janitor, would ring the 1x41 at 
8:30 am ;uul at 8:45 .lack 
Edwards would beat a little 
drum and the students 
would march into school. 
The boys would use one 
door and the girls the other, 
live students who lived on 
the outskirts of town would 
leave their horses, sleiglis or 
carts in the bant located to 
the east of the School. 

Wynne remembers these 
students putting their lunch 
buckets under the trees on 
the lawns for lunchtime. The 
students living closer to the 
schixil went home for lunch 
while the other students 
could eat at school. Of 
course, the students who 
went home for lunch always 
wanted to stay and eat at 
school while the others 
thought it would lx> great to 
lx* able to go home for lunch. 

There was no phone in the 
School House and if the 
teachers needed to use the 
phone they would go across 
the street to the Moon 
Home. 

The School was very com- 
petitive especially in sports. 


Didsbury had many champi¬ 
onship teams in baseball, 
rugby, volleyball and basket¬ 
ball. Tlte school floors were 
always kept nice ;uid shiny 
so the students could play 
Jacks, and Tiddly Winks 
when they could not play 
outside. At recess they 
played on the Giant Stride, 
the Ocean Wave, and the 
Slide. 

Students also ei\joyed 
skipping, and playing in the 
sandbox. Playing marbles 
was very popular esixs ially 
with the Ixiys. 

Music was a very im|x>r- 
tant part of their livt's and 
many students played in the 
bands and orchestras and 
participated in a number of 
musical festivals. Operettas 
were popular and were held 
at the Elk's Hall. 

Miss Jackson was their 
first Home Economics 
teacher and students learned 
to do basic stitching. Some 
of the projects they made 
included pot holders. They 
also learned how to make 
porridge, and cream sauce. 

Wynne remembers that 
the students had one reader 
for each grade and that read¬ 
ing was very important and 
encouraged. The first library 
was on the second floor of 
the Old School House and 
since she lived across the 


street, Wynne worked in the 
library on Saturday nights 
from 7-9pm and was paid .25 
for her work. 

The Old School House was 
a gathering place for the chil¬ 
dren of Didsbuiy and they 
would play such games as 
"Run Sheep Run, Hide and 
Seek, Ihxlgeball and Anti 1 
Over- Pig's Tail" throwing 
the ball over the outdoor toi¬ 
let building. The children 
had lots of healthy fun play¬ 
ing lux'key, and skating, on 
the outdoor rink. They 
would build snow forts and 
slide down the Butte on 
cardboard from Chambers 
Dntg Store. 

Everyone came to town on 
Saturday nights as the stores 
and theatre wen* open until 
midnight. You could go to 
the Saturday Matinee for .10 
cents and many people 
enjoyed the dances held on 
Friday and Saturday 
evenings. 

People were very proud of 
their town and they made 
life long friends. Many of the 
Didsbury Students Ixx-aine 
very successful in their 
careers and have carried the 
values they learned front a 
small town into their daily 
lives. 

Wynne felt the best tiling 
about the Old School House 
was the (knliciitixl teachers 


who were well organized and 
made school work interest¬ 
ing. 

The only downside for her 
at Schcxil was that she was 
told she talktxl too much. 
She was sometimes not able 
"to hold her tongue" and was 
often reminded about how¬ 



to behave properly. 

We are so fortunate that 
she took the time to talk and 
share about some of her 
memories of the Old School 
House as it celebrates its 
100th birthday this year. 

Thank you Wynne. 

Submitted 



WEEKLY DELI SPECIALS 
$ 4.99 

MONDAY - 

Lasagna with garlic toast 
TUES DAY - 

Shepherds Pie with a bun 
and 4 oz. salad 
WEDNESDAY - 
Perogies and sausage with 
a 4 oz. salad 
THURSDA Y - 

Beef dip with aujus, swiss cheese, 
onions, mayo & mustard 
FRIDAY - 

1/4 chicken dinner with wedges 
and 4 oz. salad 


Community Resources 


CITIZENS ON PATROL 

Didsbury/Carstairs Driving in a neighborhood near you. To 
volunteer call 335-8755. _ 

GROWING OPPORTUNITIES 

"GO" is a Canada Prenatal Nutrition Program that otters serv¬ 
ices to pregnant women and teens. Staff are on site every 

second Thursday. 335-7292. _ 

SPECIAL FAMILIES RESOURCE ASSOCIATION 
Support tor families/caregivers of special needs children 
Meetings now held on the 3rd Thurs. of every month in the 
Didsbury Hospital in the Educational Conference Room at 7 
p.m. For more information contact Cindy at 335-4123 
CHAMBER OF COMMERCE 
Meets the 2nd Thursday each month. For more info 

please call 335-3265. _ 

DIDSBURY TOPS Take Off Pounds Sensibly! Come and join 
us every Wednesday evening. For more info call Stacey at 

335-4487 or Rosemary 335-2835. _ 

BEAVERS Tues 6:30 - 7:30 p.m. at Eldon Foote Hall. Kids 5 

to 7 years old, boys and girls welcome. _ 

TIME OUT Child & Youth Clubs of Didsbury’s Mom s Time 
Out and Dads Too program At Didsbuiy neighborhood 
Place. Mondays 10-11 30 a m 

Call 335-4270 _ 

KING HIRAM LODGE #21 

Has its regular meetings at 8 p.m. every 2nd Tuesday of the 
month. _ 

ST HILDA CHAPTER #27 0 .E S 

Has its regular meetings at 7:30 p.m. every 3rd Tuesday of 
the month For info Call Marg Steckler at 335-4281 _ 

DIDSBURY SENIOR SUPPORT SERVICES 

Co-ordinates assistance for seniors. Call 335-4391 _ 

DIDSBURY SHUTTLE BUS 

Scheduled transportation for anyone on Wednesdays & 
Fridays 9 - 3. Please call day prior or by 8:00 a m. for pick 
up 507-0208 Wheelchair accessible Sponsored by the 

Didsbury Lions Club. _ 

DIDSBURY ELKS LODGE Supper Meeting - 4th Thursdays, 
Regular Meeting - 2nd and 4th Thursdays each month. Call 

335-4676 for info. _ 

LEARNING DISABILITIES MTN View Chapter. Support and 
info for parents and teachers dealing with learning disabili- 

ties. For info call Susan at 335-3174. _ 

DIDSBURY MENTAL HEALTH CLINIC Provides free 
accessible mental health services Which incl assess¬ 
ments, individual family & group counselling & crisis inter- 

vention. Mon, to Fri. 8:30-4:00, _ 

ALCOHOLICS ANONYMOUS Meetings Fridays 8 30 p.m. at 
the Masonic Hall, Didsbury. 21 Ave and 21 St For infor- 
mation call Colleen at 335-8484 or Rick at 335-9525. 
CREMONA COUNTRY FELLOWSHIP is hosting VBS on 
August 20-24. 9 a.m.-12 p.m The theme is Big Fish and 


there will be Bible stories, games, snacks and crafts Contact 

637-3878 for more information. _ 

HALL RENTALS ___ 

Rosebud Hall rentals Call 335-9945 or 335-4606 20tfn 
5-0 Club Hall Rentals For Hall rentals &/or info regarding 
the hall please call Bea Niederstemer 335-3058 
To Rent Didsbury Elks Hall Call Ray Vipond 335-8082 
To Rent St. Cyprian's Anglican Church Hall, contact 
Myrna Watt 335-3745. To Rent the Lone Pine Hall 
which is located east of Didsbury. contact Jo-Anne Hannah 
at 335-4190 To Rent Mountain View Community Hall for 
meetings, community events, family or group reunions call 
John 335-8860. The Fallen Timber Community Hall offers 
an ideal place for quiet safety meetings or fabulous social 
activities Please contact Esther McMullen for more info at 

637-2270. _ 

SHARE A LITTLE MAGIC, YOU CAN MAKE A 
DIFFERENCE! Spend one hour a week with a child at 
school Have fun together - play games, shoot some 
hoops, draw, read or do crafts Mentoring works! Call 
Mountain View Mentoring at 586-0110. Volunteers needed 
in Carstairs, Cremona, Didsbury, Olds & Sundre. Big 

Brothers Big Sisters of Innisfail _ 

DIDSBURY LIFELINE Emergency Response System - 

Shirley 335-3787, Don 335-4676. _ 

MOUNTAIN VIEW CH0RALIERS invite you to sing with us 7 

p.m. Mondays at the 5-0 club, 2500 15 Ave. _ 36tfn 

DIDSBURY ROYAL PURPLE #317 Regular meeting at 7 30 
p.m., 2nd Wednesday of each month. For info call Ellen 

Trevendale 335-8382 _tfn 

ALAN0N: For family and friends of alcoholics. Alice 556- 

5911, Reg 337-3762. _tfn 

DIDSBURY AND AREA SUPPORT GROUP For friends and 
families of people with Alzheimer Disease and other forms 
of dementia Join us the last Tuesday of each month, 7-9 

p.m. Aspen Ridge Lodge. 335-9848. _ 

DIDSBURY & DISTRICT HEALTH SERVICES 
AUXILIARY monthly meeting on the first Tuesday of each 

month at 2:00 p.m in Unit 4 at the hospital. _ 44tfn 

OVEREATERS ANONYMOUS 12-Step group for Compulsive 
Overeaters,meets on Thursdays at 7 pm at St. Francis of 
Assisi Anglican church, 130 Albert St., Airdrie For more 
information call Deb at 948-0563 or Frankie at 335-3633. 
05tfn_ 

3025 RCACC Didsbury Army Cadets Youth 12-18 Monday 
6:30 - 9:30 Downstairs Victoria Square Mall 559-8801 

44ffn __ 

PARENT LINK DROP IN PLAY CENTRE. FREE playtime for 
parents and children ages 0-6yrs Didsbury Neighborhood 
Place, Bay 2 - 2030 - 17 Ave Open every Monday 1 pm- 
4:30pm & Tuesday 9am to Noon Linda at 586-5466. 


ADULT HALL WALKING at Westglen School from 6:30pm to 
7:30pm from Monday to Friday. Also free blood sugar testing 
on Mondays For more information call Cindy at 335-9437 tfn 
DIDSBURY MUSEUM OPEN 10 a m. -12 noon and 
1 p.m. to 4 p.m. Tues and Wed Sat. 1 p.m. - 4 p.m. 

By appointment: Joan 335-6644 or Shirley 335-3277 _ 

DIDSBURY & DISTRICT Community bus is here to serve 
you Your booking all Jan 335-3052, organized trips Bea at 

335-3058 or Gen 335-3449. Very competent drivers. _ 

RUGBY HALL RENTALS CALL Della @ 335-8767, for meet- 

ings, family events or reunions. _ 44tfn 

BABIES & BREASTFEEDING DROP IN - a great opportunity 
to meet other parents of breastfeeding babies, have your 
baby weighed, talk to a public health nurse about any con¬ 
cerns Didsbury Neighbourhood Place, Thursdays 9:30 a m 
-11:30 a m. Starting May 3, 2007. Older children welcome. 
IF YOU ARE PREGNANT or planning on becoming pregnant 
this crowd is for you. Skinny Joe’s Coffee Shop, Carstairs 
6:30 - 8:30 the 4th Thursday of every month For info call 

Didsbury Public Health 353-7292. _tfn 

DIDSBURY YOUTH JUSTICE COMMITTEE'S next meeting is 
set for November 5, 2007. All persons interested in volun¬ 
teering and helping to work with the youth in our communi¬ 
ty are encouraged to come for location and time please call 

335-1975. _tfn 

LOOKING FOR A unique Christmas gift, the Museum has 
mugs, T-shirts, zipper pulls, etc Be sure to get our Limited 
Edition Calendar for 2008 Call Joan for more info: 335- 

6644. _ 44-50 

THE MUSEUM WILL be holding an Old Fashioned Cookie 
Exchange on Sat., Dec. 8. Please bring your cookies (at 
least 1 dozen) at 1 p.m. and they will be exchanged at 2 
p.m. Cost is a loonie for members and a toonie for non 
members. Come enjoy the fun and browse through the 

museum. _ 44-50 

BERGEN LADIES AID Auction Sale at Bergen Hall for Nov. 

17 at 7:30 p.m. Doors open at 7 p.m. Stitched and tied 
quilts, knitted socks and sweaters Hand crafted items and 

baking _ 45-46 

MT. VIEW HALL LOUNGE NIGHT Sat Nov 24 8 p.m. Live 

music/evening lunch. $10/person. Call 335-4288 or 335- 

4581. _ 45-47 

CARSTAIRS LEGION #53 - this Friday supper. Nov 9 will be 
ham, scalloped potatoes, vegetables and salad 5 - 7 p.m. 45 
THE HUGH SUTHERLAND SCHOOL MUSIC Association is 
selling Mom’s pantry from Nov 5-16 Mom’s pantry 
includes spices, frozen pizzas, buns and cookie or muffin 
dough If you would like some please contact a music stu¬ 
dent or contact Jackie Crowell at 
jcrowelk<2chinook'sedge ab.ca or phone her at 337-3326. 
tfn This fundraiser goes towards the music student's trip to 
Camp Caroline and Disneyland. 45 



Deli 

Fat Free Ham 

Smoked or Dijon 
per lOOg 


S-J68 


Fresh 

Bread 

Sliced or 
unsliced white or 
60% whole wheat 


3 $033 

for W 


Primo Pasta 
Sauce 

Select varieties. 680 ml 

3 $498 

Primo Pasta 

Select varieties, 900 g 

3$498 


11 


Premium 

Bananas 

Grown in the tropics 

1.06 kg 


48 




0 

/lb 
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Boys and girls 12 lo 18 
years of age are most wel¬ 
come to come and check 
out the advantages of 
becoming a member of the 
Didsbury R.C.A. Cadet 
Corps. They are in training 
on Monday nights from 
6:30 to 9:00 p.m. in the 
basement of Victoria 
Square Mall. Go to the door 
107B (farthest east on the 
bottom floor right by the 
parking lot). Judy at 335- 
9489 (evenings) has more 
info. 

LOTS OF DATES 
FOR YOU TO 
CIRCLE 

Tuesday, November 2 

I)r. Nugent, foot special¬ 
ist, will be at the 5-0 Centre 


from 12:30 to 4:;k) p.m. No 
appointment necessary. 

Junior Curling will be 
held after school at the 
Didsbury Curling Rink 
starting Monday, 

November 5 and continu¬ 
ing on Mondays and 
Wednesday. You must have 
an extra pair of shoes to go 
on the ice. Instructors will 
welcome you and parents 
are most welcome. 

Wednesday, November 7 

All seniors are welcome 
to come to the Didsbury 
Library to learn bow to set 
up an e-mail account on the 
Internet. This starts at 4:00 
p.m. Come into the library 
to sign up for this free 
course or call 335-3142 to 
register. A great way to 
keep in touch with all the 


Need A 

WATER WELL 

BUT ARE SHORT OF CASH? 

• NO DOWN PAYMENT -10 year time payment plan (OJtC.) 

• SAVE - $2,000 on accessory discount pkg. 

• ASK ABOUT STATUS OF CURRENT GOVERNMENT GRANTS FOR DRILLING 
WATER WELLS IN YOUR AREAS 

• Inquire about exclusive patented VINDICATOR well seal 

We guarantee NOBODY CAN BEAT OUR PRICE for 
exactly the same job. 

Phone Toll Free 1-800-BIG IRON 




IB IS OK 

£ul' 


PS. - We also drill for people who aren't short of cash! 


In and Around 
Didsbury 


MARGE ST CLAIRE 


family. 

Friday, November 9 Si 
Saturday, November 10 
Didsbury s first bonspiel 
of 2007-08 season is on this 
weekend. Open to all men, 
women, stiek curlers, etc. 
Come and have fun, meet 
the other curlers and prizes 
too. Phone Nick & Linda 
335-8433, or the Curling 
Rink 336-3661. If no 
answer, leave a message 
and we will call you. 
Saturday, November 10 
Boy Scouts Ails Si Crafts 
Si Bake Sale in the MP 
Roon at the Complex from 
10:00 a.m. to 4:00 p.m. 
Lunch is available. 

Sunday, November 11 
Remembrance Day 
Services at the MP Room in 
the Didsbury Complex 


ASAP 

Secured Inc. 

Emergency security req. 
$ I 1 - IS/ hr plus 
allowances 
Full / Part-time 
Retirees Welcome 
Email: 

rgarland(.°’asa psecured.com 


PLEASE BE ADVISED OF AN EARLY 
DEADLINE FOR THE NOV. 13 PAPER AS 
MONDAY, NOV. 12 WE ARE CLOSED. 

The Mountain View Gazette AD BOOKING DEADLINE is 
Tues. Nov. 6 at 5 p.m., copy'dead line will be noon Wed., 
Nov. 7. We need to have the MVG to press early Thursday. 

The AD BOOKING DEADLINE for the 

Didsbury Review, Carstairs Courier and the 
Olds Albertan will he Wed., Nov. 7 at 5 p.m., 
copy deadline Thursday, Nov. 8 at noon. 


starting at 10:30 a.m. 
SHARP Please come and 
be seated by 10:15 a.m. 

Wednesday, November 
14 

Guys night at the library. 
What’s a guy to do at the 
library? Well, fix your ear 
for one thing. Starts at 7:00 
p.m., registration is free. 
Call 335-3142 or come into 
the library to sign up. Find 
out how to use the Auto 
Repair Reference Centre, 
and see what else the 
library has to offer - free 
demonstrations and dough¬ 
nuts, too! 

Wednesday, November 
14 

Potluck dinner at the 5-0 
Centre starting at 12:30 
p.m. 

Friday, November 10 

The Carbury Challenge 
Cup Curling at the 
Didsbury Curling Rink at 
9:00 a.m., Carstairs and 
Didsbury Stick Curling 
Teams come and cheer 
your teams on. 

Saturday, November 17 

The Didsbury Ag Society 
Annual Christmas Farmer’s 
Market from 10:00 a.m. to 
4:00 p.m. 

Lunch is available. Please 
phone Laura 335-4252 to 
rent a table. 

Sunday, November 18 

The Rugby Community 
will hold the annual Turkey 
dinner from 2:00 p.m. to 
6:00 p.m. at the Rugby Hall. 
Everyone welcome, admis¬ 
sion at the door. More info 
from Pat 335-4248 or Della 
336-8767. 

Sunday, November 18 

The Mountain View Colts 
will play the High River 
Flyers at 3:30 p.m. in the 
Didsbury Arena. Your sup¬ 
port will be duly appreciat¬ 
ed. 

Sunday, November 18 

This is Free Family Swim 
night at the Didsbury 


Ck urck Directory 

The REVIEW is pleased to provide this Church Directory as a community service 


AimiIh.iiJ IhimIiqH amnia Si. I ulfiiaiis 

2037 24th Ave. Didsbury - 335-4664 
Rev. Carole Armstrong 
Sunday Worship 8:30 a.m. and 10:30 ajn. 
Sunday Schtxtl at 10:30 am. 

Mid week service every third Wednesday at 9:30 a.m. 
St Cyprian's is a small, tncndly Christian Communit> 
whos welcomes newcomers. 

k„„> I M.U l .yAua 

1406 19ih Avenue 
Minister Nancy Nourse 
Please join our church family for worship. 

10 a.m each Sunday. 

Nursery Care available for infants and toddlers 
Sunday schtxil provided for ages 3-17. 

For information about mid week programming for 
children, youth and adults please call 335-8373 or see 
tHir website at www_knox-united.com. 

W.-J /.mu M< nn.imt. < lull' ll 

South of Ihdsbury to sign West 15 nnles 
Pastor Trevor Knaka. info - 337-2020 
W'orship Service 10:30 ajn. 

Nurserv available during service. 
EVERYONE WELCOME! 


IkmlkJ MnnioniK ^ lnnvli 

Didsbury. Alberta 
5km S of the Didsbury Overpass, 
8km E on Bergthal Rd. 
Sunday School - 9:45 a an. 
Sunday Worship Service 11 a.m 
Pastor Elwin (iarland 
For more information ph. - 335-4451 

Ik iIm iiht Lilli trail 


1.1THERAN CHURCH CANADA 
1500 - 23 ST. • Rev Robert M< >hns 
C hurvh: 335-3161 / Res: 335-3656 
Sunday School 9:30a.m ‘Worship 10:30 ajn. 
Adult Bible Study Sunday 9:30 ajn. 

Holy Communion I & T Sunday 10:30 a.m. 

Jr. & Sr Youth. Women's Ac Seniors Ministry Gnmp 
Small Cmiup Bible Study meetings throughout the week. 


Mountain \ m 




Missioiiqni 1 Imnli 

14 km Last of Didsbwy Pastor John 1 uc as 
Office: 335-4422 • Home: 335-8923 
Morning Worship 11 ajn • Sunday Schtxil 10 a.m 
For information concerning the weekly activities 
please call die Church Office 


SL Anllionu s t allioln 

2030 24 Ave. Didsbury 
For more information please contact 
Claude Banl 335-3842 

Catholic Women's League Wendy MacKen/ie 335-8507 
Knight's of Columbus: Gary McNeil 335-8611 

( lunooL \\ mils t In islian t . nln 

1710 - 14th Street Didsbury 
SUNDAY CELE BRATION 10 a m 
Prophetic Worship anti Bible Teaching for all ages 
• Nursery Services • 

Hh/Fax - 335-3551 • Email ewee<P airenct.com 
Pastoral Team Richard & Beth Kope 
SEE YOU AT THE CENTRE' 


/j»|l I .V<|l»n ln.ll Ml-,1.. l| I kill. Il 

Corner Hwy. 582 & 20th Ave l*hone 335-3629 
Website: www./eme.org 
Mike Morgan. Senior Pastor 
Colin Creighton, Youth Pastor 
CTinstme Little. Children's Ministries Director 
Sunday Schtiol for all ages 9:30 a.m. 
Regular Sunday Service 10:45 a m 
with /.ionKids Worship for up to Grade b 



SEE YOU IN CHURCH THIS SUNDAY 


Aquatic Centre from .‘1:00 
pm to 5:00 p.m. Remax will 
welcome one and all. 

Monday, November 19 

Mr. Vem Good, lawyer, 
will speak on Will and 
Estate Planning and Power 
of Attorney tonight at 
Didsbury Neighborhood 
Place (in the Mall on 17th 
Avenue). Please phone 
Nieole at 336-8719 to regis¬ 
ter. There is a small charge. 

The Didsbury Gym¬ 
nastics Club is taking 
orders for Poinsett ia plants 
for Christmas. Orders must 
be in by November 19. 
Please phone Gail Nowlan 
335-3863. 

Didsbury Royal 
Purple #317 

Irene Diekau/Kay 

Rylance 

October 10 was official 
visit of our District Deputy 
Debbie Lupuliak of Calgary 
#7. We met at the Green 
Bamboo for supper at 6:00 
p.m. before our meeting. 
Visitors for the evening 
were P.P. President 
Marjorie Dowell of Calgary 
#7, P.D.I). Bernice Price, 
P.D.D. Linda Rush and 
Edith Miller of Crossfield 
#261. Our scholarship 
recipient Tim Phillips and 
his mother Bonnie, were 
also with us. Tim was pre¬ 
sented the balance of his 
scholarship and he in turn 
gave us a gift, a beautifully 
decorated cake with white 
and purple roses. Much 
appreciation Tim and best 
wishes in your career 
endeavours. 

H.R.L. Ellen Tevendale 
opened the meeting by 
greeting our guest and 
turning the meeting over to 
her. Debbie gave her pres¬ 
entation and we had a bit 
of fun. H.R.L. Ellen pre¬ 
sented a gift on behalf of 
the lodge and was given 
one in return. 

Several ladies attended 
Crossfield #261 Installation 
and assisted as the drill 
team. 

We are sending $125 to 
United Way. 

Birthday greetings to our 
Secretary Kelly Larson. 


Get well card has been 
sent to P.D.D. Eleonore 
Grafe. 

A sympathy card to 
PU R L. Wendy Watmough 
on the death of Vern’s 
father. 

We had a special meeting 
on October 24 to elect a 
new Loyal Lady as Lady Val 
Hall has been unable to 
attend meetings. We miss 
you Val. Lady Joan Hannah 
was nominated and was 
installed as Loyal Lady. We 
were happy to see Joan as 
she had cataract surgery 
done. 

We had received an invi¬ 
tation lo Okotoks #43 60th 
Birthday Tea October 28. 

October 21 H.R.L. Ellen 
Tevendale, A.H.R.L. Karen 
Smith, L.L. Mary Spraggs 
and Pianist Shirley 
Thompson attended 

Travelling Gavel hosted by 
Stavely #99. Much appreci¬ 
ation to Sheila Leaver for 
doing the verses for their 
presentation on Didsbury 
#317’s behalf. A fun time 
was had by all. 

Sympathy cards will be 
sent to Don and Shirley 
Thompson on the passing 
of Don’s mother, also to Val 
Hall who has lost her moth¬ 
er. 

We are being visited by 
our S.H.R.L. Debbie 
Waldrun on November 14. 
It will be a potluck supper 
at 6:00 p.m. Short dresses 
and hats optional. Visitors 
from other lodges will be 
invited and vendors will be 
in attendance. 

We will be doing our 
Memorial Service for our 
departed members that 
night. Pianist Shirley 
Thompson will be laying 
the wreath at Memorial 
Services on November 11 
in lieu of H.R.L. Tevendale. 
We will be sending 
Carstairs Legion a $25 
donation. 

PLEASE NOTE 

Due to the lack of hands, 
we will not be able to do 
our Soup and Sandwich 
Lunch after Memorial 
Services on November 11 
as in previous years. 


PERSONAL 


ALTERNATIVE 


FUNERAL SERVICES 


7016 Farrell Rd S.E. 
Calgary, Alberta T2H 0T2 
Telephone (403)216-5111 
Facsimile (403)216-5110 
Toll Free 1 888-216-5111 


Diann Rowat 


Didsbury Golf Club 

Annual General , 
Meeting 

Nov . 29,2007 


> 4 J- 

Didsbury Golf Club 


In the Clubhouse 

7:00 pm 
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There will he an 
Open House on Nov. 10 T/ 
from 3-5 p.m. at the 
5-0 Club, Didshury to 
celebrate the marriage of 

Joyce Qee & Bill 

Schumaker 

Come and help us 
celebrate. 


rARKLAND 
Agri Srrvicc* 


FARM HELP: Herds person 

required for farrow-to-finish 
hog/grain operation (Carstairs 
area) 30 minutes north of Cal¬ 
gary with acreage housing 
available Duties will include 
all aspects of hog production 
and operating farm equipment 
Call 337-2815 or fax resume to 
337-5829 

HIRING VACUUM TRUCK 

Drivers. Need Air Brakes 
license. class 3. Clean 
abstract Competitive wages 
and benefits package Call 
(403)815-9160 or fax resume 
to (403)637-0080 


MENTAL HEALTH 
PROJECT LEADER 

Chin<M»k’s Ed«c Sch«**l Divisum No. 71 invites applications tor a 
part time (0.50 FTE) Mental Health Project Leader for a collabora¬ 
tive Mental Health program in Olds. The successful candidate, 
reporting to the [director of Student Services, will work within a 
school-based setting, coordinating therapeutic intervention strate¬ 
gies to support and strengthen the child, family, sch<»ol and com¬ 
munity. The Project Leader will work col labor at ively with school 
administration and staff, Youth Mentors, families and community 
partners to coordinate services and support needed to meet the 
mental health needs students and families, as well as provide 
direct supervision and evaluation of the Ytmth Mentors and facili¬ 
tate training opportunities for team members w ith partnering agen¬ 
cies, video-conferences and professional development workshops. 
Preference will be given to candidates who possess a degree in one 
of the fields of Sivial Services, Mental t»r Public Health and/or 
Education; valid Alberta I'Viver's licence, insurance and reliable 
vehicle; a combination of educarion/rraining and relevant experi¬ 
ence; ability to work collaboratively with children, youth, and fam¬ 
ilies, as well as with school and community agency personnel; mem¬ 
bership or eligibility for membership in a professional organization 
(e g. ATA, AARN, RSW, etc ). Please forward cover letter and 
resume, complete with the names and telephone numbers of three 
work related references, to: 

Heather Henderson-Hill, I\*puty Superintendent 
Chinook’s Edge School Division No. 75 
4904 - 50 Street 
Innisfail, Ah. T4C» 1W4 

Telephone: (405) 227-7070/1-800-561-9229 
Fax: (405) 227-0174 

Email: careerK@chinooksedge.ab.ca 

For information on Chinook’s Edge Sch«x»l Division No. 75, please 
check our website (www.chinooksedge.ab.ca). Applications w ill be 
accepted until Thursday, November 15, 2007. The successful appli¬ 
cant will be required to provide a criminal record check. While we 
thank all applicants for their interest, only those individuals select¬ 
ed for interviews will be contacted. Resumes of applicants not 
granted an interview will not be kept on file. 


PEARSONS BERRY FARM 

Christmas Craft & Open 
House Fri Nov 9 10am-8pm 
Sat Nov 10 10am-8pm. Sun 
Nov. 11 10am-5pm For more 
info phone 403-224-3011. 18 

miles (28 Kms) West of 
Bowden at Range Road 40 


You’ll find 
it in the 
Classifieds 
Call 335-3301 

Review 


Happy 40th, BrolU 


Employment Opportunity 

Wc are accepting resumes to fill 
two full time positions in our store. 

The successful applicants will become part 
of our sales team dedicated to upholding our 
high standard of customer focused care. 


3 YEAR OLD PAINT 
GELDING 

with papers. $1000.00/obo 
Jackie® (403)507-8383. 
Leave message 


Completed Technicians Program preferred 
(but not essential) 

Receiving and preparing prescriptions 
Inventory management 
Ordering. Receiving 


3 BEDROOM HOME in 

Didsbury N/S, N/P, immediate ^ 
possession, mature family 
$850 00 SD, $850 00 Rent 
3 BEDROOM UNIT in 4-plex in 
Didsbury N/S, N/P. Dec.1 
possession, mature reliable 
family, $900 00 SD $900 00 
Rent Royal Lepage Wildrose 
Real Estate. Call Gerald Zinn 
507-1936 


MM 


The Linden Nursing Home at Linden, 
Alberta, currently has an opening for a 

PART TIME HOUSEKEEPING 
POSITION 

Only those applicants considered for an 
interview will be contacted. For more 
information, please contact Roland Toews 
at 403-546-3966 or fax to 403-546-4061 


MARY JOSEPHINE COULTER 
(NEE COYNE): 

— Mary Josephine Coulter (nee 
Coyne) passed away on October 
30th, 2007 at the age of 79 
years. She is remembered for 
her cheerfulness, her giving 
and loving ways, and her joy 
of having family around her. 
Mary was born in Castor, 
Alberta on November 28th, 
1927. moving with her parents to 
Didsbury where she finished her high school. 
Here she met Alex Coulter, who she married on 
August 25th, 1948. She worked for many years in 
the Didsbury post office. Mary is survived by her 
loving children: Margaret (Ron) Monroe of Bon 
Accord. Deborah of Red Deer, Donald (Sharon) 
of Strathmore, and Richard of Innisfail. eight 
grandchildren, and three great grandchildren. 
Mary is also survived by her sister. Della Taylor 
of Carstairs, sister-in-law, Phyllis Coulter and 
brother-in-law, Robert Coulter of Calgary, as well 
as many close nephews and nieces. Mary was 
predeceased by her husband. Alex in 2(X)■, her 
parents Benson and May Coyne, brothers, 
Stanley, Wilfred, Bill, and Richard and sisters, 
Dorothy and Margaret. Funeral services were be¬ 
held on Wednesday, November 7th. 2007 at St. 
Cyprian’s Anglican Church. Didsbury. Interment 
followed at the Didsbury Cemetery. Mary's dis¬ 
ease took her mind, but her heart stayed to com¬ 
fort us for many more years. Please send memor¬ 
ial donations to the Alzheimer Society, #201-222- 
58th Avenue. S.W. Calgary. Alberta, T2H 2S3. 
Ariangemcnts entrusted to Mountain View 
Funeral Chapels. Didsbury Phone: 335-4773. 
Serving the community for over 45 years. 
Condolences may be forwarded to 
LOC3728@sci-us.com. 


J) 


HANDYMAN FOR HIRE 

Small renovations 
Window and door installation 
Trim work, crack filling 
and painting, etc. 

30 years experience. 

Call Dale 335-2216 or (cell) 559-9123 


98 BUICK REGAL Burgundy 
200.000km 3 8 litre under 

coated & perma shine, tinted 
windows Good rubber. Very 
good condition $5400.00 
(403)507-8844 


Trucks/SUVs/Vans| 


1994- GMC 3/4 TON pick-up 
Looks and runs excellent 
403-335-3004 403-556-4581 

1994 Eagle Vision loaded 4 
door. Remote start & win¬ 
terized Runs and looks real 
good $1950 00 

403-335-3004 403-556-4581 


No experience necessary 
Interacting with customers 
Cashier duties 
Stocking, cleaning 


RE/MAX Mountain Aire - Didsbury has 
an opening for a 
PART TIME RECEPTIONIST 


The successful applicant should have strong 
computer skills, a good understanding of 
office procedures, be able to multi-task in a 
busy environment and have a pleasant 
manner. A knowledge of real estate 
conveyancing and the Lonewolf computer 
program would be a great asset. 
Wages wi be based on experience/ capabifities. 


Send resume to PO Box 1898, 
Didsbury, AB TOM 0W0 
or drop off in person at 1906-20 Street. 


Submit resume in confidence to; 


Community Baby Shower for 
Gavin Konschuh 
son of Ryan and Shannon 
Konschuh at Westcott 
Community Hall on Sunday, 
Nov. 25,07 at 2 to 5 p.m. 
Everyone welcome. 


Didsbury Pharmasave 
Box 156. Didsbury. Alberta 
TOM OWD 


. t Thank you to all friends and 

neighbours and family, for 
^ cards, flowers and phone 
calls. Thank you to the staff 
" and doctors at the long term 

care centre for the great care and kindness to 
Edyth Thompson for the past 18 years. 
Don «& Shirley Thompson family 


> 100 . 


Employment Opportunity 
Payroll Clerk 
Didshury Office 

If you're someone that enjoys working with a team of 
highly motivated and innovative people in a growing 
agricultural business and has a commitment to 
customer service, an opportunity is available for you. 

The primary duties for this position are payroll, 
administering the benefit plan, and providing administrative 
support to the Senior Management Team. 

The successful candidate will require experience with 
automated payroll systems, diploma or certificate 
from a post secondary office administration program. 

previous experience working in an office 
environment, strong communication and interpersonal 
skills, a strong working knowledge of computer 
programs and a professional attitude. 

Benefits: competitive salary, incentive plans, health 
care packages, and training opportunities are 
available with this position. 

Please fax your resume to (403) 335-8134 attention: 
Corporate Services Manager or email to 
jtxildwinty parklandagri.com . 

The company thanks those who apply in advance. 
Only interview candidates will be contacted. 


RUGBY TURKEY SUPPER 

Nov. 18 • 2-6 p.m. 
Adults $10 
611 

Preschoolers free 
Info 335-4248 , 335-8767 


SCOTT, BRENDA LYNNE 
— 1959 - 2007 

Brenda Lynne Scott, a loving 
and caring mother, daughter, 
sister, aunt and friend to; 
many, passed away suddenly i 
at the Foothills Hospital in 
Calgary, Alberta on October 
. 30, 2007 at the age of 48 years. 

Brenda lead a loving, giving life 
and reached out to those around her. Mom 
(Brenda) enjoyed the outdoors, gardening, (low¬ 
ers and the many animals she came across. Her 
special passion was curling and could play any 
position she pul her mind (o. Brenda will be 
deeply missed but fondly remembered by her 
children Trisha Lee Scott (Christopher Clazie), 
Rodney Michael Scott both from Didsbury. 
Alberta and a special family friend Clint Young 
of Spirit River, Alberta who Brenda and her fam¬ 
ily accepted and treated as a son and brother. Also 
left to cherish Brenda's memory is her mother 
Joyce Jacobs of Didsbury; two sisters Lila 
(Willie) Georgeson of Spirit River, Alberta. 
Marlene (Don) Farquharson of Crossfield. 
Alberta; one brother Lyle (Kathy) Jacobs of 
Cremona, Alberta and numerous nieces, nephews 
and special friends. Brenda was predeceased by 
her father Lome Jacobs and nephew Danny Scott. 
Brenda's family wishes to thank the doctors, 
nurses and staff at the Didsbury Hospital and the 
Cardiac Intensive Care Unit at the Foothills 
Hospital in Calgary. Also a big thanks to Bruce 
MacArthur of Mountain View Funeral Chapels. 
A Celebration of Brenda's life was held in 
Didsbury, Alberta on Monday, November 5. 
2(X)7. A private family um interment took place 
the same day in the Olds Cemetery, Olds. Alberta. 
For those wishing to do so, memorial tributes in 
Brenda's name may be directed to the Canadian 
Breast Cancer Foundation (Prairies/NWT 
Region), Suite 700, 10665 - Jasper Avenue. 
Edmonton. Alberta T5J 3S9. Arrangements 
entrusted to Mountain View Funeral Chapels. 
1413 - 21 Avenue, Didsbury, Alberta (403) 335 - 
4773. Proudly serving the community for over 45 
years. 


130. Apartments For Rent 


3 BEDROOM APARTMENT in 

4-plex, available Dec.1/07 
new flooring. $875 00 in¬ 
cludes water & sewer $875 00 
DD No Pets 335-9630 
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SELL YOUR HOME FAST AND FOR TOP DOLLAR 


mm 


B light 

INDl STRIAL 
LOTS 

We hau' 1 acre 
lots available lor 
building. holding 
or investment use. 

lio noilhun 19 street ami Mm the sign*. 


for walk-out homes hacking onto a pond 
Call our office. 


Come in and see our MORTGAGE BROKER 
located in our Carstairs Office 
Call today for your free approval! 


Cor C: ■ r, ■ 


CARSTAIRS 

$349,900 

Family home, 3 bedrooms, 
bungalow style, double 
attached garage, over I2IHI sq. 
ft. Buy now pick your colors. 


INNISFAIL 

$399,900 


CARSTAIRS 

$168,000 

I2IKH sq. ft. modular on large 
ow ned lot. dbl detached garage, 
garden plot & shed. 


24IMI sq. ft. total Using, 
4 hdrms. RY parking, 
low maintenance yard. 


DIDSBURY CEDAR 


CARSTAIRS 

$349,900 

New construction in west 
Highlands, vaulted ceilings, 3 
bedrooms, backs onto a green 
space, hardwood floors, Feb 


ADULT LIVING 
$289,900 


LOG HOME 

3000 sq. ft. total living space, 
5 bdrms. beautiful vaulted 
ceilings, hot tub. dble garage. 

$445,000 


Duplex in the +45 quiet cul- 
de-sac just behind the hospital 
in Didshury. Single attached 
garage, with beautiful backyard 


landscaoim 


DIDSBURY 
FAMILY HOME 
$449,900 


INNISFAIL 

$354,500 

Family bungalow, 4 bdrms, 
fullv finished basement, 
double attached garage, 
bright open floor plan. 


ADULT DUPLEX 
$292,000 

2 bedrooms, 1116 sq. ft., 
hardwood floors, with a 
single attached garage, and 
fully landscaped. 


Over 2800 sq. ft. bi-level. 
4 bdrm, triple garage, 
hardwood throughout. 
II' ceilings. Call now! 


ACREAGE LIFE 


DIDSBURY 

STARTER 

$299,900 


CARSTAIRS 

$393,000 

fully developed bungalow, 
4 lied rooms, 1600 sq. ft.+, 
douhk detached garage, 
mature yard. 


$389,900 

Fully renovated 4 bedroom 
raised bungalow. 

Nicely treed lot. 6 miles East of 
QE1I just off hwy 582. 


3 hdrms, across from future 
lake in Yalarosa. nice open floor 
plan, partially finished bsmt. 


CARSTAIRS 


LAKE PROPERTY 
$539,000 

Executive I ,ake Property - Olds. 

W alkout basement. Prime 
location. Shows 100%. 19 Lake 
Ridge Rd. 


DIDSBURY 

$304,900 

Exclusive 45 plus area 
close to the hospital. 
Brand new 2 bdrm dupkx 
with over 1191 sq’. 


2 STOREY 
$398,900 


New construction in The 
llavenfields. 3 bedrooms, close 
to school and communitv centre 
over 1800 sq. ft.‘ 


CALL 

THE 

JAMES 

CARPENTER 

TEAM 

TODAY 

for A FREE 

HOME EVALUATION 


ADULT DUPLEX 
$305,000 

Exclusive 1220 sq. ft. duplex 
in 45 plus area. 1 bdrms 
with den. main floor laundry . 


ACREAGE 

$569,900 

1300+ sq. ft, 4 bdrm home on 
15 acres, bam. corrals, quonset, 
hay land. SE of Didshury . 


ADULT DUPLEX 
$314,900 

Exclusive 2 bdrm duplex 
over 1191 sq' in a 45 plus 
area, with a fully 
developed basement. 


16 ACRES 
$899,000 

Suhdivklahk. 2 homes and 
pknty of ntom to move. 
Doubk & single garages. 


BUSINESS FOR SALE 


DIDSBURY 

DUPLEX 

$249,900 

4 bedrooms. Quiet location. 
Back alley with Single 
Detatched Garage 


Busy award winning drive thru 
restaurant in friendly fast growing 
central Alberta town, open year 
'round, (.real family business 
with unlimited potential on 
prime real estate. 


ROSE BUD 


CARSTAIRS ON 
GOLF COU RSE 
$399,900 


VALLEY 

$327,500 

1241 sq.ft. 3 bedroom new 
home being built on a 
corner lot in a cul - de -sac 
by Rose Bud Creek 


4 level split, over 1700 sq. ft. 
completed liv ing space, 3 bdrnis 
finished. Call now ! 


CARSTAIRS 


CARSTAIRS 

$349,900 

Single family dwelling, 

3 bedroom, over 1200 sq. ft. 
new 5 yr home warranty, 
price includes GST. 


BUNGAIjOW 

$398,900 


Buy now and pick your colors. 
W alk-out basement, fireplace, 
two beds up with 


James Carpenter 


James Carpenter Gerry Tonn Marilyn Moncur Terry Falk 

www.jamescarpenter.ca 








































































































































